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“Go out and get business” is a simple phrase. The | 
going out is just as simple, but getting the business is (3) 
the big game of life. Yet the going out is the first step 
toward the goal. Once one is out looking for something, | 

he will find or create some means of accomplishment. 
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WHERE AND HOW TO GET BUSINESS. 





(One of a series) 





HERE business may be found and how it 
may be gotten, is ever the first considera- 
tion of the beginner in any line. The mas- 

ter plumber has been placed in the position, in 
which again he has had to determine where and 
how he might get business. There is more than one 
reason for this. He has taken a changed attitude 
of the sphere of his activities, and the craftsman 
of a short while ago, who regarded himself only in 
the light of a mechanic and workman, now be- 
comes a merchant and business man with a much 
enlarged field and with continued new openings 
for his endeavors. Then in addition the position 
in a measure has been forced upon him through 
war conditions, requiring a suspension of building 
activities during the war, and through conditicns 
of hesitation following the armistice, pending peace 
and the solution of readjustment problems. 

Resulting quite naturally master plumbers are 
rapidly adapting themselves to the new conditions, 
are adopting new tactics and new methods of pro- 
cedure. Of course one may drag along in his form- 
er ways, growing deeper in the rut and yet get 
by. But sooner or later that rut will wear so deep 
that he can’t see over its sides. Then some day, 
when his energies run out and his worries kill him, 
the rut edges may fall in on him and save the ex- 
pense of a formal burial. 

For some folks are so dead so long that they 
never need burial—they are never missed anyway. 
In the world of affairs their neighbors have forgot- 
ten they existed. Some have nursed their failing 
businesses so patiently and so contentedly that they 
have not taken the energy to clean the dirt from 
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either the windows of their shops or the windows 
of their visions. 

And speaking of windows, it seems to be a sad 
fact that decay in one’s business first shows to the 
community in the accumulations of dirt in one’s shop 
and show windows. So contented in the condition 
of slipping and sliding downward that he does not 
take the time or energy to clean up his own shop and 
store room. Resigned to the thought that he can 
go back to the place of the other fellow, who does 
bid for patronage in keeping clean, who does real- 
ize that plumbing shops should above all others 
teach their community the value and attractiveness 
of sanitary surroundings, and who should show their 
customers perfect sanitary systems, if possible. For 
who can expect to play on the imagination of his 
prospects, if he does not himself display imagina- 
tion? And who can expect even a fired imagination 
to result in orders, if that imagination is met not 
with clean displays and inviting merchandise, but 
with musty shop and desolate, insanitary surround- 
ings? The intelligent prospect knows that dirt is 
the natural breeding habitat of deadly disease germs. 
He is trying to get away from these conditions and 
certainly will not come to such a place seeking a re- 
lief of them. He could have no confidence in the 
plumber’s ability to aid or relieve his situation. 

It should be the part and duty of members of our 
craft to teach the principles of home cleanliness and 
home sanitation, as well as community cleanliness 
and community sanitation. They cannot preach one 
thing and practice another any more than the 
preacher can do so and make a howling success. 

One should remember and realize that he has 
prospects of high intelligence, who understand with- 
out the plumber’s teaching, and believe in the germ 
theory of disease, and to whom he need not preach 
the doctrine of sanitation. These will demand clean 
and sanitary shops from which they purchase. 

The bright, clean, attractive show room and show 
window should be given first consideration, and they 
partly answer the question how to get business. 
Even with such display rooms, which invite and 


. bring in business with the pulling force of a magnet, 


yet the most final and complete answer to the query 
where to get business may be found in the command: 


““Get Up, Go Out and Get It.”’ 








TRADE EXTENSION WORK CUL- 
TIVATES SALESMANSHIP 


The School of Salesmanship and The Law of Averages—Worry a 
Disease—Salesmen Not Born—The Brain-Wise Versus The Tongue- 
Long—Contractor at the Point of Contact—Translation of Thought and 
Ideas Into Action—Service the Highest Conception of Selling—Mullions 
in Replacements —Farm Lighting and Water Systems—Exploitation. 


RADE Extension work cultivates salesmanship, 

i sales ability makes one a better business man, and 

as a better business man one is a better plumbing 
and heating contractor. As a sound business proposition, 
every one will agree to this, but yet how few craftsmen 
have thought the proposition over and how fewer of them 
have translated the thought into action—made it into a 
working formula for daily use. 

The contractor who wishes to carry on, to secure more 
business and do more work, should cultivate and develop 
the knack and the taculty of selling, the ability to sell. 
And whenever the term selling is used, advertising is in- 
cluded, as they are inseparably connected. Advertising 
is always a stimulating force back of selling—either 
directly or indirectly applied. But now for the strict fea- 
ture of selling only. 

The ability to sell is the important thing to be devel- 
oped in the individual. An ability may be inherent or 
natural, but unknown to the possessor, because of lack 
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addition to the personal gain of making one a better 
business man, which cannot be figured in dollars and 
cents. 

What has been said here will also apply to trade ex- 
tension work in other directions—in merchandising on the 
main street, in the individual water supply and farm 
lighting fields. 

The School of Salesmanship and the Law of Averages. 

The best school of salesmanship is actual selling itself. 
The young or inexperienced salesman usually does not 
understand the law of averages as applied in his line. 
Hence he is usually discouraged in beginning, and often 
gives up, but the successful one is he who never gives 
up. He has just as much discouragement, does just as 
much apparently useless work, meets just as many ob- 
stacles, as the other, but he perseveres and never gives 
up, with the result that he gradually is enabled to meet and 
solve his difficulties. This is his schooling by actual ex- 
perience, where his sales ability is brought forth and de- 





Two Large Hotel Structures Situated Opposite Each Other. One Receives Guests at a Much Lower Rate, to Which the Lack 
of Modern Plumbing Largely Contributes. 


of occasion for its need and use. And such is discov- 
ered, brought forth and developed only by the oppor- 
tunity and by proper exercise and cultivation. Trade ex- 
tension work offers the opportunity and the occasion. 
The advantages, the saving, and disease prevention in the 
replacement of old plumbing, heating and ventilating sys- 
tems for new and more modern ones should be presented 
to the public and to the individual. But this requires an 
effort, yes great effort, and an intelligent presentation will 
exercise and develop sales ability. It will be the best 
school of salesmanship one can enter, regardless of the 
tuition charges, and sure to pay in financial returns, in 
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veloped. If he understands from the beginning that every 
prospect cannot be sold, that sales may run in bunches, 
and then few may be sold between, if he understands how 
they average over specific periods or by numbers at- 
tempted, it will help him to persevere during the begin- 
ning of his work. Further, if he knows the average num- 
ber of sales to the prospects in his line, he can compare 
the abilities displayed by him in selling. 
Worry a Disease to the Brain. 

If a craftsman waits until his prospects hunt him up, 
and if then he depends on their selling themselves, he 
cannot expect anything but ultimate worry over his busi- 
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ness and financial affairs. And such craftsmen should un- 
derstand, consider and realize that this business worry is 
more harassing to the mind and more detrimental than 
disease, requiring greater physical energy to withstand 
when the burden does come, as it surely will, than the 
expenditure of energy in going after business as a good 
salesman. As a matter of fact, the push and energy re- 
quired in such trade extension work enlivens and invigor- 
ates a man, dismissing all unpleasant thoughts and insur- 
ing the future. 
The Brain-Wise Versus the Tongue-Long. 

That the salesman is not born but made is an accepted 
fact at the present time. Men are born brain-wise and 
tongue-long, but they do not necessarily go together, 
and but few are fortunate enough to possess both. The 
tongue-long are often the poorest salesmen—dquite con- 
trary to the old idea when the drummer drummed up 
business with a song and story, a tune and a joke. Today 
the salesman may be very fortunate in having a tongue 
short, for at times the less he talks, the more he says, 
and the more certain of his sale. In other words, what 
he does say to the modern business man, should be 
backed up with brains. He should know what to say and 
when to say it. He should know his prospect, when to 
see him, and above all, know his goods. Making a favor- 
able contact is often half the sale. 

Contractor at the Point of Contact. 

The plumbing and heating contractor is always in more 
or less favorable contact with the public in his com- 
munity, so that sales should be easy with him and the 
averages of sales in his line relatively high. These lat- 
ter facts alone may be the reasons for his apathy in tak- 
ing up extension work, which requires attention to the 
strict selling end of the business. He is too prone to 
let well enough alone, or too quick to cry “enough,” should 

















There Are Many Old Residences in Our Cities, Which Should 
Be Improved with Sanitary Plumbing and Modern Heating 
Systems. 


he encounter obstacles in selling. In the latter case, he 
may think and believe that all good salesmen are born 
so, and look to his experience as proof. But one swal- 
low doesn’t make a summer, and such experiences do not 
change the facts and the rule that every salesman is 
made and must go through the same processes of train- 
ing in similar lines. 
Translation of Thought and Ideas Into Action. 

In developing one’s sales ability, or the selling depart- 
ment of his business, no set rules should be laid down for 
all. As one progresses, or goes along, rules may be 
adopted, which have been proven helpful. Only the ulti- 
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mate objective sought—results—should be kept in mind, 
then each man to his work to develop his own abilities. 
The actual work is the best teacher and without limita- 
ion of rules and ideas of others. The freedom of action 
may discover, bring forth and develop rare sales ability 
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Plumbing Replacement in a Hotel of This Size Would be a 
Real Plum for Some Plumber. Yet Many Large Hotels Con- 
structed Some Years Ago Are in Need of Modern Plumbing. 


among craftsmen, who looked upon salesmanship as 
something born in others, but never to be attempted by 
themselves. One of the objects of this article is to get 
the craftsman to look upon himself as essentially a sales- 
man, and to see that he should be of the highest type; 
to get him to thinking on these things, that he may under- 
go a psychological change. For the first change one must 
undergo is mental. As one thinks in his heart, so is he. 
And this is the means of translating thought into action. 


Selling Service the Highest Conception of Salesmanship. 


As has just been stated, the plumbing and heating con- 
tractor should become the highest type of salesman. His 
fields of endeavor demand the highest qualities found in 
salesmanship, and the opportunities are there for his de- 
velopment, rarely found in other fields. Yet he has not 
appreciated this in the past, and has been too willing to 
forego any advantages that are rightly his. 

The craftsman has always been directly interested in 
rendering service—in selling service, if you will, though 
he has rarely thought of himself as a salesman. As every 
man is a salesman, then necessarily is every craftsman, 
but the abilities displayed as such by these craftsmen 
range from a low or mean order to the highest, from the 
kind displayed in awaiting a reluctant public to hunt his 
basement shop, to the kind that goes out after that pub- 
lic, slaps it on the back, and shows it the failures of false 
economies, the benefits derived from his services, and 
whose shop, be it in a basement or on main street, radi- 


ates sunshine and success. 
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With equal abilities to perform contracts, the compara- 
tive successes of plumbing contractors is determined by 
their selling abilities; their position in the community 
among business men, and their standing in the trades will 
also be so determined. 

Where there are a large number of commodities, both 
universal and uniform in kind and quality, the deciding 
value between any two sales of similar goods by differ- 
ent persons is that in the services rendered in connection 
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New and Costly Installation in an Old Building an Added 
improvement That Will Prove a Good Investment. This is Not 
Merely a Replacement, But an Addition of Sanitary Facilities.— 
Photo by Courtesy of L. Wolff Mfg. Co., Chicago. 


with it. Since rendering service is the value back of the 
sale, it behooves a good craftsman to see that this servic« 
is of a high standard. He should see that his customer's 
needs are tulfilled, and to this end, he must put his de- 
sire to please and to satisfy above his desire for profits. 
To illustrate, if he would stop, and stop he should, the 
clamor of the public against his trade, he must see that 
emergency calls for his aid are answered promptly—he 
must see that service is rendered, as that is the first con- 
sideration in establishing and maintaining any business 
worth while. 

Many Millions in Old Plumbing Which Should Be 

Replaced. 

There are many million dollars’ worth of old plumbing 
in our cities throughout the length and breadth of our 
country, that is old, out of date, and insanitary, and 
which should be replaced by new and the latest improved 
plumbing and heating systems. Enter any of the older 
hotels, regardless of its class or reputation, and any 
plumber will see enough room for improvement that will 
almost drive him to see the manager and sell him some- 
thing new. He will be able to tind sufficient talking 
points that every salesman must have along in selling 
his goods, which will class him as a salesman of experi- 
ence. That the ultimate health of its guests is being 
vuarded by the hotel management is valuable to the 
hotel. Good plumbing is a highly important feature of 
any hotel accommodation, and the better it is kept, the 
better is the hotel’s patronage going to be. It is more 
than an investment for the hotel, it 1s good advertising 
Its benefits are manifold which a’ wide-awake man can 
present to any live hotel management convincingly. And 
what applies to hotels will apply also to all public build- 
ings with almost equal force, but even more to apart- 
ments and residence buildings. Any run-down building, 
commanding a low rent, will be found to have antiquated 
plumbing and heating systems. And with bad plumbing 
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and neating systems, it will be found that besides bring- 
ing low rentals, the tenants are hard to keep, changing 
frequently, with enough resulting losses to cover the in- 
vestment in new systems. 

This field of replacement is very large and important 
but requires the sales ability to lead the property owners 
to understand how they are standing in their own light, 
how they are standing in the way of good and increased 
rentals, as well as cheapening the selling price of the 
property. 

Farm Lighting and Water Supply Fields 

Then there are the new fields of electric water supply 
systems, electric lighting and power systems, and mer- 
chandising of accessories and supplies that will be needed 
continually wherever these systems are installed. This 
new and comparatively undeveloped field will require a 
positive selling force, at least in its incipient stages. 

By taking on the sale of farm lighting plantseand water 
systems, the plumber will become the dealer, handling 
not only these, but as installations are made, he will es- 
tablish a very valuable and steady accessory and supply 
business in connection. The quality that will be devel- 
oped in the plumber, and which will prove of incalculable 
benefit to him as a plumber, will be that of salesman- 
ship. He will have plenty of incentive for selling, and 
he will get much help from the concern whose products 
he handles, and his selling ability will be developed in 
spite of himself. The greater the development of his 
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Showing Showers as Well as Wash Basins That Have Been 
Added to the Older Requirements of a Wholesale House. Then 
Ponder on Where to Get Business.—Photo by Courtesy of L. 
Wolfi Mfg. Co., Chicago. 


selling abilities, the greater the success he will have with 
these lines, for it is the selling end that will encounter 
any difficulties. After the sale, any master plumber can 
readily do the work of installation. 

Exploitation of Other Fields. 

What has been said regarding specific fields, requiring 
sales ability in their exploitation, applies just as truly to 
all others. After all, all great commercial enterprises, as 
well as the little retail store, depend on selling their 
goods. Selling is not all that is necessary, but it perhaps 


is most necessary. The best products may never enjoy 
a demand and their producers fail, because of failure 1n 
the selling end of the enterprise. So selling is vitally 


necessary in every enterprise, in every industry, and 
should be neither neglected nor discounted. And the 
plumbing and heating contractor, who can sell or who 
develops this faculty, is many strides ahead of the ordi- 
nary folk in this business-getting, work-a-day world. 
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Planning Heating Systems Which Continue to Perplex | 
Many Good Heating Contractors and Steam Fitters | 
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By Frederick Grant 


HE mechanical work, incident to the installation 

of a heating apparatus for buildings of all kinds, 

has been reduced to almost an exact science. 
Methods have been evolved for installing the apparatus, 
which are accurate in detail and which insure efficiency. 
The experienced steam-fitter is more or less familiar with 
these methods and how the systems of various types 
should be constructed, yet there are certain features con- 
nected with the estimating and planning of the systems 
which continue to perplex and embarrass many good 
fitters and experienced heating men. 

Probably that part of the work, which requires the 
estimating of the radiation necessary to warm a room 
or building, by any one of the modern methods, is the 
least understood and the most confusing to the trade at 
large. This condition may be attributed to the fact that 
the average steam-fitter, when a journeyman, is more in- 
terested in the mechanical part of the work and is con- 
tent to follow directions from the office or from his em- 
ployer who estimates the requirements and plans the de- 
tails. It is not, as a rule, until the fitter is setting up a 
business for himself, or is advanced to a position re- 
quiring technical knowledge of the work, that he realizes 
his deficiency and then seeks information and rules as a 
guide to estimating the amount of radiation required to 
compensate for certain heat losses. 

Many good rules for this purpose have been devised, 
which will give fairly accurate and satisfactory results 
when properly applied. There are also many rule-of- 
thumb methods of figuring radiation, which should never 
be used except possibly by engineers or heating men 
of long experience, and then only to arrive at approxi- 
mate results. In heating engineering we are making good 
progress in the effort to secure accuracy. It is safe to 
say that twenty-five years ago nine Out of every ten heat- 
ing men were using rule-of-thumb methods, while at the 
present time it would be a hard matter to find one ex- 
perienced fitter who is not trying to apply some one of 
the more accurate rules for determining radiator require- 
ments. 

As an example of former conditions the following per- 
sonal experience of the writer is interesting. Many years 
ago, when selling heating material, in company with a 
steam-fitter in an Illinois town, we called upon a widowed 
lady to measure her residence and if possible to sell a 
heating apparatus to warm it. As we passed from room 
to room, noting size and exposure, the fitter gravely in- 


formed the owner that each room would “take a radiator 
so large’—1indicating by a spread of the arms the length 
of it in much the same manner as a fisherman tells about 
the size of the big one, which broke his line and got 
away from him. Not wishing to offend him (we wanted 
the order for the material), we did not interfere or offer 
any suggestion until he had guessed at his estimate and 
secured the work; then, when had returned to the 
shop, we diplomatically checked the requirements and 
assisted him to work out the details in proper form. 
This incident happened a little less than thirty years ago, 
when accuracy in estimating was little known and ap- 
preciated, and fairly illustrates some of the loose methods 
prevailing in the heating business at that time. 

To understand a rule and its application we must un- 
derstand how that rule was devised. All rules are based 
upon several very definite facts and conditions. The 
standard inside temperature is taken at 70 degrees Fahr., 
outside the building. 
the requirements for 


we 


when the thermometer is at zero 


Nearly all rules are based 
steam at a pressure of from two to five pounds, or for 
hot water at a temperature of 180 degrees, as indicated 
at the boiler. In a vacuum return line, atmospheric, or 
vapor system the pressure carried has been so lowered 
that the rate of heat transmission from the radiator has 
been reduced and therefore when such systems, carrying 
lower temperatures, are designed or used it 1s necessary 
that additional radiation shall be prowided. 

Heat is lost from a building through 
posed walls, and by leakage around doors and windows. 
For purposes of estimating, these losses are best ex- 
pressed in heat units and are usually determined in quan- 
tity loss per square foot per hour. Naturally single win- 
dows will cool the heat units faster than double windows; 
likewise a thin wall of poor construction faster than a 
thick wall of good construction. Also the character of 
the materials used, whether wood, brick, stone or concrete, 
will show a wide variation in the number of heat units 
cooled per square foot per hour. 

We do not care to discuss the transmitting power of 
various materials except to show that the best rules avail- 
able are based upon standard conditions and losses, and 


upon 


windows, ex- 


therefore must be corrected to meet any special condition 

According to the best authorities single windows will 
cool from 70 to 77 heat units per square foot per hour 
and double windows from 32 to 40 heat units. 


For buildings of frame construction, lathed and plastered 
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on the inside, the loss through walls is figured as fol- 


lows: 
%4,-inch sheathing and clapboards 24 to 22 heat units 
%-inch sheathing, building paper and clap- 


boards 16 to 18 heat units 
Ordinary tongue and grooved siding and paper.24 to 26 heat units 


For buildings of brick construction the loss will depend 
apon the thickness of the wall and whether it is plastered 


or furred and plastered. Several authorities agree that 
the loss is practically as follows: 
Thickness Plastered Furred and Plain Brick 


of Wall Brick Plastered Wall 
a) inches 36 B.t.u 20 B.t.u. iO Bot.u. 
13 . 24 20 26 
7% ' -_ * _ * 20 
oe 14 ls : 1D 


For buildings of stone or concrete construction: 


Thickness 


of Wall Stone (“oncrete 
§ inches 50 B.t.u 
7 ne 35 - 
12 = ‘O Btu. 25 
_— = 6 20 
20) - 24 “ 16 
24 - 24 - 14 
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Having determined the total of the probable heat loss 
from a room or building the amount of radiating surface 
required to offset it is determined by taking into cof- 
sideration the rate at which the radiator will transmit 
the heat per square foot per hour. Direct radiation, stand- 
ing in still air at a temperature of 70 degrees, is used as 
a basis for figuring, and the result is corrected for indirect 
radiation requirements. The amount of 
heat transmitted varies with the height and depth of the 
radiator used. 


or for special 


Low radiators will give off a greater num- 
ber of heat units per square foot of surface than higher 
radiators, and those of one column construction are more 
two, three or four columns. As 
a radiator is increased in depth it decreases in efficiency. 


efficient than those of 

For low pressure steam the heat transmission from a 
radiator of standard height and width (cast iron) is usually 
figured at 250 B. t. u. per square foot per hour, and from 
a wrought iron pipe coil, as usually constructed, at 300 
B. t. u. For a hot water radiator (gravity system) the 
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In addition to the heat loss through windows, walls 


rate of transmission 


is taken as 150 B. t. u. per square 











etc., it is customary to figure on one complete change of 
air hourly for an ordinary residence living room, or two 
For a room 
having a northern, western or northwestern exposure from 
10 to 15 per cent should be added to the ordinary require- 
ments. 


changes, if the room has an open fire place. 


When the ceiling height of the room exceeds 12 
teet 10 per cent is added, and when a building is heated 
during the day only 10 to 15 per cent is added to the foot- 
age of the radiation, after all other conditions are pro- 
vided for. Probably the most important correction to be 
made to the figures obtained by the ordinary method of 
estimating is that applying to the figured radiation for a 
church other only occasionally 
heated. The cold walls, floor and furniture of a building 
so heated fairly eat up the heat, as fast as it is transmitted 
by the radiator, and in order to warm a building of this 
kind and with reasonable 
economy, it is necessary that from 380 to 50 per cent be 


Or building, which is 


within a reasonable time. 
added to the radiation obtained by the use of a standard 
rule. 


foot per hour. 

These figures are obtained in the following manner: It 
has been determined from repeated tests that the heat 
given off by an ordinary cast iron radiator, standing 1n 
still air, equals 1.7 heat units per square foot per hour per 
degree the steam or 
water in the radiator and the air surrounding it. With 
steam at 2 temperature 219 de- 
grees—and the air of the room at 70 degrees, the radiator 


difference in temperature between 


pounds gauge pressure 





will give off (219—7) 1.7 or 253.3 B. t. u. per square foot 
taken at 250. With hot 
160 degrees as an average temperature at the 
radiators, the heat units given off would be determined as 
160—70—90 and 90% 1.7=153.3 


per hour, which is commonly 


water at 


follows: 
at 150. 
The total heat loss from a building, figured in B. t. u., 
divided by the rate of transmission from a radiator or 
coil per square foot per hour will give the number oi 
square feet of radiation required to heat it. 
From data of the character cited, many tests and year 


commonly taken 
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of experience, several simple and easily applied rules have 


been evolved. 


A rule submitted by the late Prof. Rolla C. Carpenter, 
which is extensively used, is as follows: “Add the area 
of the glass surface in the room to one-quarter of the ex- 
posed wall surface, and to this add from 1/55 to 3/55 of 
the cubical contents (1/55 for room on upper floors, 2/55 
for rooms on the first floor, and 3/55 for large halls); then 
for steam multiply by .25 and for hot water by .40 and 
make the usual corrections for bad exposure, poor con- 


struction, etc.” 


Note that Professor Carpenter considers 4 square feet 


of exposed wall as the equal of 1 square foot of glass. 
Very few rules will give exactly the same results, and 
therefore no rule should be used until it has been checked 
with actual B. t. u. requirements and the user has definitely 
ascertained whether the results obtained from its use are 
close or generous. That is to say, whether the amount 
of radiation obtained by rule is just sufficient to offset 
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Atmospheric or vapor heating, on account of the low 
temperature employed, requires approximately 20 per cent 
more radiation than low pressure steam or about 25 per 
cent less than hot water. Such deductions or additions 
may be made when the radiation required has already 
been tigured for steam or water. If estimates for steam 
or water have not been made, the tollowing rule can be 
used with satisfactory results: 

“Multiply the square feet of glass surface by 75, if single 
windows, or by 50, if double windows; exposed wall by 25; 
cubic contents by 1%: add the result together and divide 
by 200 (the transmitting power of a radiator used for at- 
mospheric or vapor) and the product will represent the 
square feet of radiation required.” This should be cor- 
rected for local conditions as follows: 

Add 15 per cent for rooms having a north, northeast, 
or northwest exposure, or otherwise badly exposed. 

Add trom 20 to 25 per cent for large entrance or recep- 
tion halls, and about 30 per cent for bath rooms. 








Gor Waeter 





Spudre FéEee? Ex porcsésd ClISS 








| I] 4] e |] vel vel 2o| ee] 2a] sel 36| ¢o| ee] va] se| se| col s¢| cal ze] ve| so] ee] 88a) ve} 76} 








FO 7 44 \ 74 | 48| &2/| £5\| 28| Z2| 2S) BP | Fe| EE} S| SLi 56} CO] 62) €7| 7O| | 77\| &/ | BF BE 
gO 44 \ 44 |) 48 \ 2/\ 25\ 28\ 2) 35 | 37 | Fl| FE) FF | FL) F6| CO} €3| €7| FO! 7F| 77| S| BF) GE) Y/ 
/8R0 44 \ /8\ 2/\ 235\ 28\ B2\| BS\| 32P| G2\| 76) P7| JL| 356) 6O| GB) 67| 7O| P| 771 &/ | BF\ SS) 7/1 VF 
4/60 (@\ B/\ 2I\ LE| B22\| BF| FP| H2e| El ¥P| Fei FE} 69) 63| 67) 7O| FF| 77\| &/| 8FY| GE Y/\| YF\| 78 
Zoo 2/\ 25 \ 28\ 32\ 35\| B7\| Ze| 76) S7| FJe2| 56) €O| 63| 67| 7O| HW | 77) B/\ BY G8 7/\| S| FE\/OR 
2RFO 25)| 28) 52) $F) BF| G2\| 96) WH| FL) FE} 6€O| 65) C7) 7O| 7F\ 77)\ B/\| BF\| SE ¥/ | FS) FE\/S0BR\|/0F 
REO 28\ B2\| 3F| BF\| FJ2\| 6) FS | Z| 56| €O| 68) 67| 70) 7F| 771 &/ | B8F\ SB WH | KF| %8\/0R | 05 |\/0F 
B20|| $2| 3F| 39| 2) 96) 99) 52) 56) 6O| 65| 67) 7O| 74) 77) 8/| 8F| 88) P/| 85) ¥8\102R|/05|\/07| WR 
SEO IF | FF\ ¥2Z\ YE} FP) FR| 56) 6O| 65| 67 | 7O}| 7A\ 77) S/| SF G8) F/ | YI) FE) POLIVOS | 107 |VRH| 6 
FOO 3Y | G2\| 6| 97 | J2| 56) 60| 63) 67 | 7O| 74\| 77\| &/| &F\| GE) 9/4) LS) ¥A\ 70R2|SOS\/0OF| 42 I\M/6E|MF 
FIFO $2| 96| SV) FZL| J6| €0}] 63) G7| 7O)| FF 77)| 8/1 8F\| BB) F/ | YS) YB\ /0R| /OSB| SOF | S42 | 4461 9 | /4RS 
¢ 8O 961 997|:5R| 56| 60| 65) 67| 7O!| fF | 77| 8/4 BF\ 8B) F/| BF) FEN\SOR| SOS| SOF | MZ | M46|4/9 | L2L3| RG 
I RO Y9| Z| 96| GO| 6GS| G7| 7O\| ZF | 77| 8/4 | BF\| BE| FP4| PSF) PAI SOR| SOS | SOP | MVR M/O| M9 | L838 | LKG)| 50 
S60 SZ | 56) GO| 63) G7| 70\| 74| 77) 8/ | 8F\| G8) F/\ PFI| F8\/0R| 105| 709 | VR) MG | V9 | ES) /RG| 750'| 793 
GO0|| 46 | €O| G34 67) 7O| 74\ 77 | 8&/ | OF | 88 P/ | GS) YE) SOR LOS \7O9 | MR \ HVE | 9 | L038 | £46 | 50 | HIF | 757 
69O €O}\ 63\| 67\| 7O\ 7¥\ 77\ 8/ | BF) BB F1 GSF| 9E\/02| 105 | 109 | HA\|W6\W9 | 42S3\ 426) 4909 | LFS | 737 | /40 
68&O 6F7\ 671 7O\| 74\ 77\ &/\ 8F\ 881 9/1 PF) 9B | S0OR| SOB|SO9D | SAR | SAO SAG [SEBS EO |S BONES SG 7 | /PO'VSLFF 
7 20 €¢7| 70O\ 747\ 77 \ 8/ \ 8F\ 8&8) P/\ FF | IPB) SOR| SOS\/OF|\ VL | M6 | WP | LS \ 26 | 750 | 19S | 797 [77 | CFF 1 /F 7 
760 7O\| 7F\ 77\ &/\ 8F | 88 | P/ | FS) 7E| SOR 705 | SOP | 42 | M6 A/F | 403 \ 126 | 750 1739S | L397 | 19 O99 | 197 | 157 
8O°O 791 77\ &/\ &F\ 88\ 9/4 | 9S | PB | SORNSOS | SOP IAIR | 1/6 | WIS | RB REN SFO AIS ASBTI NS PON SII | MP7 | SSA \ SSF 
&¢gO 77 \ 8/4 | 8F | &8\ F/ | 9S) 98 | MA SOS | 1OF | M26 |W? | SBS LEG | 50 | LES | LF7 | FO | 199 | 787 | 797 | 99 | 78 
8 8O &/ | 8F | 88) F/ | FF) PE /0R| SOB1/OP| HRN S/AE NSF | L838 | 126 | (FO | LFS S7 | 190 SPP | LP7 | LE7 | 79 | 798 /6/ 
9 RO EF | 8E\ 7/4 | 9S\| PB\SOR\ SOS \/O9F | 4K | 1/6 | 4/9 | 4838\ 126 | 750 | 79S | 37 A 9O'\ SEF | A977 | ST 1/99 | 98 | 467 \ 165 
9 60 G8 | 7/4 | PF | G8|/OR|/05 | /09| HL | 446 \ A/F | 12S \ 2G | /FO'! (E38 \A87 | /PO'V/FF | “F797 N75 8 | 758 | 6S | 465 |/68 
O00 9/ 9S | P88 | /0R | S05 1/09 | M26 | S19 11288726 | /5O \/55 | 137 | SFOS FE | SFT | S97 | SO9 498 | 16/ | 4695 | 468 | /72 
























































Sxpeséed Wall Surface 

















































































































the figured heat loss or whether a reasonable excess be- Expressed as a formula this rule is: 


yond the actual requirements is provided. T5G+25W + 1'44C + 200 square feet of radiation required. 
We believe that a slight excess of radiation over the In which 

actual requirements materially benefits any system of (;=Square teet of glass exposure. 

heating. This is particularly true when hot water is used 


as the heating medium. Low water temperatures make 


W=Square feet of exposed wall surtace. 
C=Cubic feet of contents. 

200—Efficiency of the radiator. 

114 is the multiplier for one air change per hour. 


for economy in operation and satisfaction in service. For 
this reason we like and use the Mills rule, when quick 


estimating is required, as this rule calls for slightly more 
radiation than some other rules in common use. This 
rule devised by John W. Mills, an old-time heating en- 
gineer of broad experience, calls for 1 square foot of 
radiation for each 2 square feet of glass; 1 square foot 
for each 20 square feet of exposed wall, and 1 square 
foot for each 200 cubic feet of contents. The sum of 
these results 1s the square feet of direct low pressure 
steam radiation required. For hot water (gravity system) 
60 per cent should be added. This rule, owing to the 
peculiar divisors employed, is also known as the rule 
2-20-200 and is easily remembered and applied. 


To make proper use of any rule certain local conditions 
should be observed and considered when measuring a 
building, gathering data for estimating, or when figuring 
results. The full area of the opening through a wall for 
a window or door should be considered as glass surface. 
Outside doors are always considered as glass and all tran- 
One-half of the 
area of all partitions, adjoining cold rooms, should be con- 


soms or skylights should be included. 


sidered as exposed wall, also all floors above open porches. 
In the case of loose fitting doors or windows, one square 
foot of steam radiation (and a proportionate amount for 


(Continued on Page 548.) 
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LACK OF CIRCULATING HEAD CAUSES partly overcome by disconnecting the hot supplies to these 
TROUBLE IN HOT WATER SUPPLY sinks and connecting them to the circulation pipe, instead 
SYSTEM. of the flow line. They would require to be connected to 
—_— tank side of the check, not the heater side. Thus the con- 
Editor “Domestic Engineering” :—Referring to sketch, tinual use of hot water at these sinks would keep the cir- 
Fig. 1, of hot water plant for hotel use, the circulator pipe culating lines full of hot water. That would give hot water 
will not work, compelling the barber-shop and rooms at instantly at barber-shop. 
distant end to run off a lot of cold water to get hot water. lf the sinks are not used enough for that purpose, then 
Can you explain through the columns of your valuable the best thing vou can do with Fig. 1, without changing the 
paper what the trouble is, and what to do to correct it? piping much, is as follows: 
Would a change in size of pipes make any difference ? 1.—-Take out present 3-inch circulating pipe and check 
Aurelia, Ia. H. K. valve. Run a 1-inch pipe in its place at basement ceiling. 
Hanna But drop the new circulation pipe to bottom of heater and 
The trouble evidently is due to the lack of a circulating connect it there, as shown in Fig. 2. This will give the 
head. The drop supply line A is so hot that the circulating maximum circulation that the conditions will afford and 
head has to be obtained principally from pipe B. But this we believe it may be satisfactory, providing you can con- 
pipe already has a current descending in it from bottom of nect to heater with a 1%-inch nipple and reducing tee, as 
hot water tank, and it appears to us that the small circula- shown. 
tion head obtainable by B is more or less cut out by the In placing the check valve be sure to set it on an angle 
descending current from tank. of 45 degrees so flapper will hang over all the time. We 
ing a Lavatory 
LAVATOLIES Bath 
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Fig. 1 

Then again, there is an obstruction to the circulation to also advise that you take out the cast brass check and 
fixtures by the presence of the check valve on the hori- replace it with a thin sheet copper or sheet aluminum check, 
zontal return line. We feel sure the weight of the check, allowing tip of check to touch the seat, while back part 
if it is an ordinary cast check, is so great that the very near the hinge is clear of seat, say vs-inch, when check is 
slight circulating force obtainable by the arrangement shown shut. This is to prevent pounding of check when hot water 
in Fig. 1 is not enough to lift the check. If that is so, is being drawn at faucets. This kind of circulation check 
then it is impossible to get circulation to the barber-shop will not retard the circulation and is the best we can 
in Fig. 1. suggest. 

We do not know whether the sinks, C and D, use hot 2—Disconnect present flow pipe from water back, which 
water most of the time, but if they do, the trouble may be in Fig. 1 is shown connecting straight into the flow pip 
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from tank heater. Run this flow pipe up and connect it 
into flow from tank heater, when it enters the tank. This 
will insure good circulation in water back, which we think 
is rather defective in the present form. 

Fig. 3 shows the way the job should have been piped in 
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Fig. 2. 


the first place, if it were possible to run the flow line from 
tank at ceiling of first floor, or between joists of second 
floor. The 1-inch flow pipe runs from top of tank with 
gentle grade up to a highest point, say under the four 
lavatories on second floor. Then it drops to feed lavatories 
in barber-shop on floor below, and is extended down to 


Lavarories Bath 
‘ pe £ 
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low pipe, connecting same near top of tank, as aforesaid. 
We are sure the arrangement, shown in Fig. 3, will give 
excellent results, for a large number of loops have been 
run this way and worked well. 

If the flow pipe between boiler and high point is covered, 
it will save heat. But we advise leaving drop riser bare, 
also return line in basement clear down to heater. By 
having these parts of the circuit bare you help the circula- 
tion. 





ON WITH VICTORY LIBERTY LOAN CAMPAIGN. 

Secretary Glass has officially announced that the Victory 
Liberty Loan will be offered as per program. It will be 
a popular loan. It will be floated by a popular campaign 
subscription. The same organization which successfully 
handled previous Liberty Loans is counted upon to handle 
this one. 

The Government is cleaning up the war bills and ex- 
penditures are running very heavy. To obtain funds for 
current payments heavy borrowing has been done at the 
banks. The temporary loans against March taxes must 
be taken up to give business the necessary credit facilities 
for spring business. To meet the situation thus set up, 
and to carry out the revenue arrangements enacted by the 
new law, it will be necessary to go to the people for very 
liberal support of the Victory Liberty Loan. 

Secretary Glass urges the Liberty Loan organization 
everywhere in the country to disregard all irresponsible 
reports and go on with their plans for the widest possible 
distribution of the coming loan. 

Only by generous subscribing by everybody in America 
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Fig. 3. 


basement, and run along basement ceiling to heater. That 
makes a positive circulating loop, the highest point of which 
is under the four lavatories, as shown. All piping of the 
loop must grade up to this point so that all air will be 
drawn off at these lavatories. That is necessary to prevent 
air-locking of the circuit, which might entirely stop the 
circulation. 

The check, shown in Fig. 3, is on the angle and hangs 
over. Note that in Fig. 3 we have raised the water back 
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can the situation be met. Therefore, patriotism requires 
steady saving by all citizens and hearty cooperation with 
Liberty Loan workers, so. that the loan may be heavily 
oversubscribed. 

Whether the Victory Loan issue be bonds or notes 
makes little difference. The security will be a solemn 
promise of the United States Government to pay. ‘The 
rate and terms will be favorable and the investment 
offered will be the best in the world. 








NEBRASKA MASTER PLUMBERS 


Ln 


SUCCESSFUL CONVENTION 


Craftsmen of “Water-Valley State’ Discuss Vital 


Trade Problems in 


HE Association of Master Plumbers held 
its eleventh annual convention on Wednesday and 
Thursday, March 12th and 13th, at Omaha, Neb., 


with headquarters at the Hotel Castle, with one of the best 


Nebraska 


attended and by far the most enthusiastic gathering of 
Nebraska Master Plumbers in several years. 

The Opening Session. 
was called to order just before the noon 
A. Nelson, of Omaha, chair- 


The meeting 
hour on Wednesday by C 
(‘ommittee 


(‘onvention Atter the singing ot 


ot the 





State President B. Grunwald, Omaha; National Director George 
E. Smith, Denver, and Secretary J. B. Coningham, Omaha, in 


Top Row. In Front Row are: Directors George J. Morris and 
J. C. Bixby, both of Omaha.—From “Domestic Engineering’”’ 
Photo. 


“America,” J. W. Gamble. president of the Omaha Cham- 


ber of Commerce, welcomed the guests in the name oi 
his very live organization. 

(. R. Dodds, president of the Omaha Master Plumbers’ 
Association, made an address of welcome, as did Thos 
Faulkner, former master plumber, but at present City 
(‘OMmissiOner Of (Omaha. 

\fter the addresses of welcome, Mr. Nelson relinquished 
the gavel to State President B. Grunwald, and the meet- 
ing settled down to business Mr. Grunwald announced 
that this was to be an open meeting for the tree discus- 
sion of things pertaining to the plumbing business, and 
anyone interested in the welfare of the business was wel- 


come to attend all meetings and either seek or give infor- 
mation He had a question box in- 
Stalled in a the hall and that all 
were invited to write questions to be answered from the 


stated that he had 


prominent position in 


floor. 


his feature proved later to be a winner, as many 


sought information through this method, both in mechan- 


ical and along business lines, and much time was taken 
up with tree discussion of the problems presented. 

\fter the appointment of the following committees, a 
recess was taken tor lunch: 


Convention 


D18 


at Omaha. 


Committee: A. J. Weyant, Lincoln; W. 


Patek, Omaha. 


Credentials 
McCray, Albion; J. C. 

Sergeant-at-Arms: Duncan Chapman, Omaha. 

Resolutions Committee: E. P. Dussell, Columbus; J. C. 
Bixby, Omaha; O. R. Newberg, Lincoln. 

Auditing Committee: C. E. Cantrell, Grand Island; 
Robert Hamilton, Lincoln, and Geo. J. Morris, Omaha. 

The Afternoon Session. 

The afternoon session was given over to addresses and 
general discussion. 

After the roll-call, Vice-president F. L. Boyer, of West 
Point, delivered a very interesting address on “The Ben- 
efits of the Association.” He made many recommenda- 
tions for the building up of the association membership, 
and in closing said it was the duty of the members to get 
together, pull together and serve one another. 

After the reading of the minutes of last year’s meeting 
by State Secretary J. B. Coningham, of Omaha, National 
Director Geo. E. Smith, of Denver, was introduced and 
told of the work and object of the National Association 
Master Plumbers. Mr. Smith paid high tribute to 
National President L. McNamara, and referred to him as 
one of the really great presidents of the National organ- 


ot 


ization. 

lie reported the condition of the National Association 
and said that, from reports from all sections of the coun- 
try, renewed interest 1s being shown and more attention 


is being paid to the benefits to be derived from co-opera- 


-— 





State Director O. R. Newberg, Lincoin; Chris. Mortensen, 
Omaha; John Sullivan, Omaha Manager of the L. Wolff Mfg. 
Co., Chicago, and John A. Anderson, Omaha, Neb.—From 
‘*‘Domestic Engineering’ Photo. 


tion and organization. He also spoke of the vast work 
the Trade Extension Committee has undertaken and said 
that real results can be obtained only by the co-operation 
of every member, every manufacturer and every suppl: 
house in the plumbing industry. In speaking on this su! 
ject, he called attention to the advertising campaign and 


the need of effort toward publicity, and advised the mem 
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bers to take advantage of the help and service that is now 
being offered them by the Trade Extension Committee. 

At the close of Mr. Smith’s able address, Geo. H. Wentz, 
of Lincoln, made a short talk on “Book-Keeping Sys- 
tems.” He referred to it as one of the most essential 
parts of any business and said that the failure of many 
men in the plumbing business is due to their lack of 
knowledge of cost-finding and how to figure a profit. 

J. C. Bixby on “Reconstruction and New York.” 

J. C. Bixby, state director and chairman of the Essay 
Committee of the National Association, read a most in- 
teresting paper on “Reconstruction and New Work, As 
Required Today,” 

Interesting Addresses. 

E. J. Long, past state president, and C. E. Cantrell, ot 
Grand Island, made short and interesting addresses, and 
H. A. Abbott, Omaha manager of the American Radiator 
Co., gave an interesting talk on “Salesmanship.” He 
referred to the master plumber as the preserver of public 
health and said that he knows of no more noble calling 
than that. He advised them to take their calling seriously 
and be enthusiastic and not be afraid to ask a good price 
for their work and material, but use salesmanship and 
be in a position to go to their prospect and justify the 
price asked, 

A. W. Young, plumbing inspector of Omaha, and C. H. 
Backers, of North Platte, also delivered brief talks, and 
the delegates spent the remainder of the afternoon session 
in general discussion. 

Thursday Morning Session. 

Thursday morning’s session opened with a free discus- 
ston of problems that originated from the question box. 
A lively debate was in progress when J. W. Gamble, pres- 
ident of the Omaha Chamber of Commerce, appeared and 
read an interesting and instructive paper on “Reconstruc- 
tion.” Mr. Gamble is president of a local bank and also 
of a large manufacturing business, and his views were 
considered as good authority, and he was given strict 
attention. He said that the depression in business today 
is more invented than real and that, if we used a little 
optimism and care, there is no doubt but that business 
will soon pick up and be wonderful. He called attention 
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Cc. E. Cantrell, of Grand Isiand; C. H. Backers, North Platte, 
and B. W. Wallace, Beatrice, Nebr.—From “Domestic Engli- 
neering’ Photo. 


to the number of stock salesmen in all lines that are now 
playing to the farmer and selling him their lines, and 
advised the master plumber and building contractor to go 
out and get the farmers to build new homes and improve 
their old homes before the other fellow gets all the 
money. 
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Thursday Afternoon Session, 

The afternoon session was devoted to the reports of 

officers and committees and the election of officers. 
President B. Grunwald’s Report. 

In his very able report, State President B. Grunwald 
reviewed the work of the association during the past year 
and made many recommendations for the incoming off- 
cers. He told of efforts and progress made in securing 
new members and reorganizing the Lincoln local, and 
reported that, in spite of conditiofis brought on by the 





M. DO. Murphy, of David City; E. J. Long, Grand Island; 
W. D. Wright, Beatrice; F. L. Boyer, West Point, and R. L. 
Bievins, Crete, Nebr.—From ‘‘Domestic Engineering” Photo. 


war, the membership not only had held its own but had 
been increased. 

He advised the delegates to conduct their business and 
association work, both local and state, not alone for the 
betterment of the plumbing business, but also for the 
public at large. He called to their attention the fact that 
it is to their interest to do the best work possible, deal 
honestly with the public, keep posted and establish a 
record as business men in their community. 

He recommended that they work for a plumbing code 
in the state and told of efforts that have been made to 
get sanitary laws passed by the state legislature. 

In conclusion he paid a high tribute to the National 
officers and told of the efforts that are being put forth 
by them to help the members. 

The report of the official delegate to the National Asso- 
ciation’s annual meeting at St. Louis, was very interest 
ing. State Secretary |. B. Coningham, who was Nebraska 
representative at that meeting, told of the important mat- 
ters discussed and of the active part the state delegation 
took. He said that Nebraska had the largest delegation 
she ever had at a National convention, and they were on 
the job every minute, as is evident by the fact that not a 
Nebraskan was absent at any hour of any session. 

Election of Officers. 

The result of the election showed that all of the dele- 
gates were of the opinion that they had been served wel! 
and faithfully during the past year, and were anxious to 
have the same set of officers guide them for the year 1919 
The list of officers re-elected follows: 

President, B. Grunwald, Omaha; vice-president, F. L. 
Boyer, West Point; treasurer, Geo. J. Morris, Omaha; 
secretary, J. B. Coningham, Omaha. 

Directors: Carl Backers, North Platte: O. R. Newberg, 
Lincoln: John Metzger, Leigh; C. E. Cantrell, Grand 
Island (re-elected). 

At the close of the election, J. C. Bixby presented Pres- 


~~ 


ident Grunwald with a gold ring as a token of the esteen 
of the members. 
The date and location of the next annual convention 


was left to the decision of the officers. 

















520 DOMESTIC 


The Omaha Chamber of Commerce sent a delegate to 
request that the next meeting be in Omaha. 
Entertainments. 
The visiting ladies were well provided for and enter- 
tained by the ladies of Omaha Association, headed by 
Mrs. B. Grunwald, Mrs. W. J. Cattin, Mrs. Geo. Morris 


and Mrs. F. J. Schollman, officers of the Ladies’ Aux- 


iliary. 
Wednesday evening an elaborate banquet and good- 





Cc. J. Larson, of Fremont: F. W. Barclay, Beatrice, and R. H. 
Fletcher, of Fremont, Nebr.—From ‘Domestic Engineering” 
Photo. 


fellowship dinner was given to the members and all rep- 
resentatives of manufacturers and jobbers. A most en- 
joyable evening was spent. Thos. Faulkner acted as toast- 
master and a number responded with informal talks. The 
feature event of the evening was a touching and harmo- 
nious duet by Dan Whitney and George Empey, who 
sang “His Coat Tails in the Gravy.” 

Thursday night the annual dance of the convention was 
held in the ball room of the Hotel Castle. A large num- 
ber were present and good old-fashioned dances were in- 
dulged in by all. 

Supply Men at the Convention. 

The following supply men were in attendance: 

L. L. Carr, city sales manager, and W. H. Griffith, pur- 
chasing agent, of the United States Supply Co., Omaha, 
Nebr. 

R. C. Hamm, sales representative of the Good Manu- 
facturing Co., New York City. 

C. F. Hause, president of Chas. F. Hause Manufactur- 
ing Co., Inc., Omaha, Nebr. 

W. H. LaForce, Chicago, representative of Universal 
Distributing Co., Detroit, Mich. 

Benj. Natkin, Kansas City district manager of Warren 
Webster & Co., Camden, N. J. 

J. J. O’Brien, of the Omaha branch of United States 
Radiator Corporation, Detroit. 

J. S. Roberts, of the Cahill Iron Works, Chattanooga, 
Tenn. 

Milton Schachtel, western sales supervisor of Glauber 
Brass Manutacturing Co., Cleveland, O. 

John Sullivan, manager Omaha branch. and Geo. 
Empey, representative, of L. Wolff Manufacturing Co., of 
Chicago. 

H. A. Abbott, manager Omaha branch, C. W. Mitchell, 
also of the Omaha branch, E. J. Connor and A. Y. Mc- 
Donald, representatives, all of the American Radiator Co., 
Chicago. 





\Waterbury, Conn—M. J. Fahey & Sons, Inc., has been 
incorporated with a capital of $10,000 to engage in the 
plumbing business. The incorporators are M. J. Fahey. 
John J. Fahey and Richard M. Fahey, all of this city. 
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April 1 and 2, 1919.—The annual convention of the 
Massachusetts State Association of Master Plumbers, at 
Boston, Mass., with headquarters at the New American 
House. 

April 8 and 9, 1919.—The annual convention of the Okla- 
homa State Association of Master Plumbers, Oklahoma 
City, Okla., with headquarters at the Lee Huckins. 

May 5, 6 and 7, 1919—The annual convention of the 
Texas Master Plumbers’ Association, at San Antonio, 
Texas. 

May 9 and 10, 1919.—The annual convention of the Ore- 
gon State Association of Master Plumbers, at Astoria, 
Oregon. 

May 20 and 21, 1919.—The twenty-fifth annual conven- 
tion of the Pennsylvania State Association of Master 
Plumbers, in Williamsport, Pa. 

June 17, 18 and 19, 1919.—The annual convention of the 
National Association of Master Plumbers, in Atlantic 
City, N. J. The headquarters of the convention will be at 
the Hotel Breakers. 





MANY PROFESSIONS REPRESENTED. 





Disabled Soliders, Sailors and Marines Not Confined to 
Retraining in Manual Trades. 

There seems to be a general impression that the re- 
education and training given disabled soldiers, sailors and 
marines by the United States Government is wholly in 
the manual trades. Just where this impression originated 
is hard to say, but possibly on account of the general 
understanding that vocational education means instruc- 
tion in wood working or machine shop work, or some- 
thing of the sort. As a matter of fact, out of the first 
787 disabled veterans placed for re-education by the 
Federal Board of Vocational Education at Washington, 
which is the agent of Congress in providing this free re- 
education for these men, a considerable number are in the 
psofessions, pure and simple. 

There are 23 illiterates taking elementary academic 
education; college academic education, 2; architecture, 6; 
art, 2; taking chemistry, 3; dentistry, 2; drafting, 2; engi- 
neering, 54, which is divided up into the following sub- 
heads: architecture, 4; chemistry, 1; civil engineering, 7; 
electrical, 18; general, 6; mechanical, 15; mining, 2; steam, 
1. Two are taking a course on foreign trade; 2 have 
taken up forestry; 7 are taking a course in journalism; 3 
landscape gardening; 6 are studying languages, and 19 
are studying law. There are 8 men qualifying as doctors 
of medicine; 21 are taking mechanical drawing, and 4 are 
taking music. There are 4~f the men taking a course in 
pharmacy; 1 is studying the technique of the publishing 
business; 12 are studying salesmanship; 10 are taking 
secretarial work; 3 are qualifying as teachers; 7 are taking 
trigonometry; while 2 have taken up theology. 

This education is given by the United States Govern- 
ment absolutely free. It is obtained in the best institu 
tions of the country, all fees paid and the student allowed 
$65 per month, support fund. To be eligible for retrain- 
ing the disabled man must have been sufficiently disabled 
to be awarded compensation by the War Risk Insurance 
Bureau. 















NEW YORK STATE ASSOCIATION of 


MASTER PLUMBERS in CONVENTION 


Discuss Many Important Trade Problems at Thirty-first Annual 
Meeting in Buffalo, N. Y.—Wm. J. Flynn Elected President. 


HE thirty-first annual convention of the New York 

State Association of Master Plumbers was held at 

Buffalo, N. Y., on Tuesday and Wednesday, March 
11th and 12th, and from point of attendance, interest and 
the progressive spirit of the deliberations it was pro- 
nounced a gratifying success by the retiring board and 
the newly elected officers. 

The Lafayette Hotel was headquarters, and the sessions 
were held in the spacious banquet hall on the main floor. 
An important part of the proceedings covered a thorough 
discussion of the anti-syphon trap controversy in New 
York City. 

Tuesday Morning. 

The convention was opened at 10:30 o’clo¢ék Tuesday 
morning by President G. H. Drake, of Buffalo, who im- 
mediately appointed as sergeants-at-arms, E. C. Ruchte 
and William Ludlow, both of Buffalo, to guard the portals 
of the convention. The formal opening of the session 
followed the singing of “The Star Spangled Banner,” and 
supplication by the Rev. Clinton Scott, of Buffalo. 

Mayor George S. Buck, of Buffalo, offered the delegates 
a hearty welcome. He referred feelingly to the unselfish 
contributions of his native city in the historic struggles 
for humanity and unity, which the country has from time 
to time faced during its short life. He said Buffalo’s spirit 
is well expressed in her slogan, “Buffalo Never Fails,” 
and she therefore would not fail in her hospitality to her 
distinguished visitors. 

In response, Commissioner of Public Works and Vice- 
President of the Associotion, W. J. Flynn, of the Bronx, 
eloquently expressed the gratitude of the delegates. He 
took the opportunity to point out the inherent modesty 
or laxity of the plumbers in keeping themselves in the 
background of publicity. He urged that they advertise 





Some of the Bronx Delegates with President-Elect Wm. J. Flynn. 


themselves and their mission so that the trend of thought 
of the laity may be changed toward a higher regard and 
appreciation of the importance of the sanitarian’s pro- 
fession and work. Plumbing, he said, is the foundation of 
ali the progress that has been made; sanitation was 
the outstanding feature in the struggle that has just ended. 
And the succéss of sanitation, he continued, is based on the 
measure of organization applied. 

Mr. Ilynn touched on the important matter of venting 
drainage and urged Mayor buck, when the problem of de 
termining the value and soundness of such practice is com- 
pared with new-fangled ideas, to seek the expert advice of 
the sanitarians of his city so that the health of the com- 
munity may be guarded. 

President Drake was presented with a handsome ivory 
gavel as a token of esteem from his Buffalo associates. 
which he said he would endeavor to use with firmness and 
discretion. 

Committees Appointed. 

Temporary committees appointed were: 

Credentials: A. J. Davis, New York: Wilham Cassidy, 
\lbany ; George Cropper, Binghamton; J. L. Wilson, Buffalo: 
lloyd S. Sharp, Jamestown. 

Press and Publicity: CC. A. Smith, Buffalo; John E. 
Dugan, Albanv; P. D. McCarthy, Syracuse. 

Resolutions: J. . Rogers, Flushing; H. J. Wood, Buffalo; 
Louis Yauchzi, Rochester; C. P. Davenport, Lockport; H. J. 
Brandeles, Utica. 

Auditing: H. J. Bareham, Rochester; J. J. Dixon, 
Brooklyn; W. H. Caines, Buffalo; P. J. Matthews, Niagara; 
S. H. Welch, Bronx. 

Addresses by Past-Presidents. 
The remainder of the opening session was profitably given 


over to addresses by a number of men prominent in the as- 


Wm. Brodie, of Queens, Geo. Gross, of Rock- 
away, and Jos. Elliott, of Richmond, N. Y.— 
From “Domestic Engineering” Photos. 
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sociation’s progress, mcluding Charles Geiger, of Buffalo, 
who was president twenty-seven years ago; Past Presidents 
T. Ek. O’Brien, of Brooklyn; Fred I. Fladd, ot Rochester, 


V ilson, Ol 


resident ot the Ohio State Association 


, 
and ; 


L.. Murphy, of New York, and C. W. 


Youngstown, Ohio, } 
of Master Plumbers. The latter was a welcome visitor 
throughout the two days’ proceedings. 

Referring to the presence of so few ladies Mr. Wilson 


| 


urged that the rule of stage conventions be abolished and 


suggested the organization of a ladies’ auxiliary, which, he 
predicted vould prove a valuable factor in the association’s 
future work. 

Mr. Geiger commented upon the growth of the associa- 
tion as expressed in the number of delegates present, as 
compared with a previous convention held in Buffalo at 


which he presided twenty-seven vears ago. He said, though 


the attendance then was merely a handful, interest and en- 
thusiasm were not lacking and that interest and enthusiasm 
of the early days is the foundation of the association’s sub- 
equent progressive Success. 
Tuesday Afternoon, 
Qt special interest at the Tuesday afternoon session was 
National Vice-President Frank B. Lasette, 


He conveyed to the delegates an expression 


an address 

of New York 
of the keen appreciation of the National Association and 
resident I. McNamara for the splendid support of the 


| 


during the past vear 
Frank B. Lasette on Trade Problems. 

Mr. Lasette spoke of the many and diverse problems con- 
tronting the National Association and said that efforts would 
be made to put into early action the contemplated plan for 
its future activity. This, he said, embraces a program of 
strenuous organization work, for which a sum of $3.000 
would be appropriated. Such action is necessitated by the 
recent loss in memberships which Mr. Lasette attributed to 
the distraction of war activities. 

The plan for trade extension ts another matter which 
would receive earnest consideration, he said, and in which 


the plumbers would put forth every effort. 


er 


Delegates and Guests Attending the Thirty-First Annual Convention of the New Y@#PAssoc 





ENGINEERING 











March 22, 1919 








in speaking of the present business situation, Mr. Lasette 
said the state of inertia experienced in New York is general 
throughout the country and business people are of one 
opinion that adjustment of prices on the basis of supply and 
demand is necessary. The National vice-president brought 
to light an interesting phase of the much discussed ap- 
prenticeship question, when he said that only 25 per cent 
of the total of organized journeymen plumbers and fitters 
ot the country are under thirty years of age. He based 
this calculation upon the fact that 10 per cent of the total 
of 75,000 had been called to serve in the army or navy, 
that another 15 per cent had been exempted or rejected for 
various reasons, indicating a percentage of 25 as within the 
first draft age limit. This condition he pointed to as ex- 
couraging for the reintroduction of the apprentice into the 
shop family. 

The need for better salesmanship on the part of the 
plumber is another matter strongly urged by Mr. Lasette. 
He said this was necessary for the future development of 
the industry, and he dwelt at length upon the possibilities 
of so developing business, incidentally making better 
satisfied customers and establishing better sanitary condt- 
tions. He also spoke of the need for close co-ordination 
of effort of the several branches of the industry, a strong 
point in the Trade Extension Committee’s program. And 
in connection with this he told of the splendid results 
accomplished by the Sanitary Club of Massachusetts 
through monthly meetings of manufacturers, jobbers and 
plumbers in that state and suggested similar co-operation 
in other localities. 

\tlantic City, he said, had been selected by the board 
of directors as the next National convention city for the 
purpose of encouraging a large attendance. He presented 
statistics showing the high attendance possibilities of that 
place as compared with other points. He urged every 
member to make early arrangements to be present. 

J. L. Murphy on War Activities. 
\nother feature of the second session was an address 


by former President J. L. Murphy, of New York, who 
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reported as chairman of the Special Committee on War 
Activities. It was the committee’s purpose first to secure 
the appointment of a plumber on the War Industries 
Board and second to endeavor to bring about a change in 
the methods of letting war plumbing and heating con- 
tracts; the method then followed being objectionable in 
that it confined the work to a few concerns. 

Mr. Murphy said his committee failed to accomplish 
its first aim, but, after several trips to Washington, the 
reforms in the letting of contracts were effected with the 
result that a wide distribution of subsequent work was 
enjoyed. 

Mr. Murphy on Sanitary Plumbing. 

Another matter taken up by the committee was emer- 
gency measures of the United States Housing Commission 
of the War Industries Board to conserve metal. This 
brought Mr. Murphy to a discussion of the subject nearest 
his heart, that of pure, unadulterated, sanitary plumbing. 
The emergency measures involved among other things 
the abolishing of the back venting system and the intro- 
duction of the non-syphon trap to take its place and the 
substitution of light-weight pipe for extra heavy. The 
subject of venting is especially one in which Mr. Murphy 
is deeply concerned, in view of the present attempt of 
the New York City authorities to abolish that important 
portion of the sanitary code, which enforces its use. It 
was explained that the committee did not object to the 
war measure as a “war measure” after the importance of 
metal conservation at every possible point was made 
known, and they further had the assurance of the depart- 
ment that all work would be put on a pre-war basis after 
the emergency had passed. But, said Mr. Murphy, since 
the armistice was signed, the committee has tried in vain 
to have the regular sanitary rules put into force on such 
work. Mr. Murphy predicted that, though unwise as the 
substitution of the so-called anti-syphon trap for the vent- 
ing system is, if it is permitted to prevail in New York 
City, it will only be a matter-of time before it is adopted 
throughout the country. 


Y@P Association of Master Piumbers, Held at Buffalo, N. Y., March 11 and 12, 1919. 
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T. E. Kerwin on Legislation. 

T. E. Kerwin, chairman of the Legislative Committee, 
presented a detailed and interesting report of his effective 
work at Albany. Senate Bill 461, the purpose of which 
was to protect subcontractors against prior liens on build- 
ings, he reported, was passed by the legislature through 
the efforts of the committee, but later, through severe 
opposition on the part of banking interests, was vetoed 
by the governor. 

Another similar bill, subsequently introduced, is now 
tf the 
committee. This part of the report was supplemented by 


before the legislature and will receive attention « 


a telegram which had been received by T. E. O’Brien, from 
Assemblyman f[lannigan, of Brooklyn, stating that he was 
fathering the bill in the Assembly. 

Another important point brought out in the report is the 
strenuous efforts of the eommittee in defence of the state 
license law. The legality of this statute is being attacked 
by the city attorney of Glens Falls, where the city ordinance 
has been amended to permit the installation of plumbing 
work by others than licensed master plumbers. This, said 
Mr. Kerwin, 1s the only time the plumbers had been called 
upon to defend their own law. The matter is still unsettled 
and under advisement of State Attorney General Newton. 
Many other legislative matters in which the committee suc- 
cessfully carried its poimt were included in the report. 

Liability Insurance. , 

Mr. Brogan, of the Plumbers’ Mutual Indemnity [nsurance 
(o, made an interesting address at the afternoon Session 
on the subject of liability insurance and advantages of the 
Mutual, which is the master plumbers’ own company. This 
opened a general discussion of insurance matters, in which 
Mr. Brogan’s knowledge proved enlightening. 

Andrew Davis, chairman of the Credential Committee, re- 
ported that 126 delegates had been checked and adjournment 
for the day was taken at 5 o'clock. 

Wednesday Morning. 

A full attendance was on hand Wednesday morning for 

the annual report of President Drake. 








President Drake’s Report. 

President Drake spoke extemporaneously, giving a concise 
recital of his work during the year. He commended the ex- 
cellent work of the zone delegates who, he said, accomplished 
much good in organization development. In spite of the 
lack of funds available for this purpose, the roster for 
January shows a membership of 1,125, or a net gain of 31 
for the year. 

He pronounced the zone system, as instituted last year, 
an effective and helpful adjunct to the administrative 
board and predicted that much good would result through 
it during the coming years. 

In closing he thanked both officers and members for 
their hearty co-operation and unselfish efforts. 

The Treasurer’s and the Secretary’s Reports. 

The reports of Treasurer Campbell and Secretary Ebke 

and also those of the various zone delegates followed. 





August Hansen, Wm. Lawrence, Wm. Thompson, Wm. Young, 
F. J. Furey and John Reiff, all of New York City.—From ‘‘Do- 
mestic Engineering’ Photo. 


The Anti-Syphon Trap Controversy. 

At this point Mr. Murphy took up the anti-syphon trap 
controversy in New York City, in detail. He said it is 
not a theory, which confronts the trade and public, but a 
condition. The attempt to foist the so-called anti-syphon 
or resealing trap on the public dates back twenty years, 
he continued, and the sanitarians have steadily and suc- 
cessfully combatted every effort in its behalf ever since. 
He explained that all such devices offered depend for their 
supposed ability to maintain their seal upon either an 
enlarged body bowl or a baffle plate at the outlet end. 
Mr. Murphy condemned both principles as unpractical for 
the purpose and proceeded to explain their defects. He 
said the so-called non-syphon trap had been discarded 
thirty-five years ago by sanitary experts as incapable of 
performing the important work of sealing the drain line, 
and he pronounced the question at issue purely one of 
practical plumbing and not a matter for theoretical 
discussion. As the matter stands now in New York City, 
the plumbing code has been amended to permit the use of 
anti-syphon traps there (such devices as may be accepted 
by the Bureau of Standards and Appeals); though none 
have as yet been passed as acceptable. This amendment 
to the city rules and regulations had been made in the 
face of strong opposition by plumbers and sanitary ex- 
perts, Mr. Murphy explained, and he asked the members 
to submit all practical information on the subject to help 
carry the point of sanitary plumbing. 
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The report of the Resolution Committee was presented 
by Andrew Davis, of New York, who was appointed as 
chairman in place of Mr. Rogers, the latter having been 
called out of town on business. Consideration of this re- 
port was carried over to the afternoon session. 


Wednesday Afternoon. 


Discussion of a resolution which proposed the introduc- 
tion of legislation, aimed at the anti-syphon trap, again 
brought this important matter before the house. The 
resolution was finally rejected, but much light was shed 
on many important points in the controversy during the 
debate. 

In presenting his views, Chief Inspector White, of the 
Bureau of Plumbing and Drainage, of Buffalo, who was a 
guest at the final session, said the public knows nothing 
of the purpose of venting and the trade is lax in not at- 
tempting to make its importance a matter of common 
knowledge. The only efficient and satisfactory drainage 
system, he said, is that which embraced individual venting 
of traps. 

The Viewpoint of the War Industries Board. 

J. P. Blair, of New York, who was a member of the 
United State Housing Commission, of the War Industries 
Board, took the floor in defense of his board’s emergency 
measures. These measures involved the use of so-called 
non-syphon traps on Government work during the war, 
and this fact is one of the points made by the non-syphon 
trap advocates in New York. 

Mr. Blair explained the conditions, which encouraged 
this move. He said, reluctant as he and his board were 
to accept this drastic measure, the great necessity of 
placing the winning of the war before any other consid- 
eration made it imperative. He surprised his audience 
when he said that the emergency measures adopted by 
the commission were calculated to effect a saving of 
40,000 tons of iron, which, he continued, when trans- 
lated into “shot and shell” effectiveness would kill 500,- 
000 Germans. The necessity for metal conservation was 
so great, said Mr. Blair, that, if every corner had not 
been trimmed, it would have been only a matter of 
months, when the whole country would have had to 
be put on a privy vault basis, but the signing of the 
armistice saved the situation. And, said Mr. Blair, even 
in the face of this necessity, the emergency measures as 
affecting plumbing work, were only accepted on the un- 
derstanding that when the emergency had passed, all fu- 
ture’work would immediately be put on the pre-war regu- 
lation basis, and not only that, but all the emergency work 
installed in permanent structures would be replaced with 
proper sanitary equipment. 

Many others, including National Vice-President Lasette, 
Vice-President W. J. Flynn, J. L. Murphy and M. J. 
Kennedy entered into the discussion which resulted in 
the adoption of a resolution putting the association un- 
mistakably on record as maintaining that in its profes- 
sional judgment, after unbiased and exhaustive tests and 
by practical experience, there is no such thing as a non- 
syphon or a re-sealing trap yet developed. 

A motion carried, ordered the appointment of a com- 
mittee of five to do all in its power to discourage the 
proposed use of mechanical substitutes for the venting 
system. 

Important Resolution on Trade Ethics. 

Among important resolutions adopted was. the follow- 
ing, which was recommended by the Utica Association of 


Master Plumbers: 
Plumbing Code of Ethical Practice. 
Section 1.—The word ethics, we understand to mean the 


(Continued on Page 6465.) 






MICHIGAN MASTER PLUMBERS in 


ANNUAL CONVENTION 


Discuss Vital Trade Problems and Endorse Proposed Heat- 
ing and Ventilating Law, at Lansing, March 12th and 13th. 


twenty-seventh annual convention in Lansing, 
Mich., on Wednesday and Thursday, March 12th 
and 13th, with headquarters at the Downey Hotel, while 
the meetings were held in the Chamber of Commerce. 
The delegates began to arrive on Tuesday and continued 
to come until noon of the next day. Members of the 
Lansing association met them at the trains and everyone 
was taken care of in the best manner. 


Se Michigan Master Plumbers’ Association held its 


The Opening Session. 

The largest convention of master plumbers ever held in 
the State of Michigan was called to order at 10:30 Wednes- 
day morning by State President Theo. C. Gross, of 
Lansing. 

An address of welcome on behalf of the Lansing asso- 
ciation was delivered by Thos. J. Shields, of Lansing, and 
this was followed by another address on behalf of the 
city by the mayor, the Hon. J. W. Ferle, who pointed out 
the beauty of the city and the nature of the work done by 
the city of Lansing during the great war. He told how 





Retiring State Director Norman Boosey, Detroit; Retiring 
President Theodore C. Gross, Lansing; President-Elect John S. 
irvine, Detroit, and William Hughes, Secretary of the Detroit 
Master Plumbers’ Association.—From ‘‘Domestic Engineering’’ 
Photo. 


the majority of the homes in Lansing were owned by the 
people themselves. He showed how, through a hard 
struggle, they had maintained a 5-cent street car fare and 
that they had a municipally-owned electric light and 
water plant. He also stated that the city of Lansing had 
doubled its population every seven years and that it would 
be the leading city in the state before long. Another 
thing mentioned was that Lansing was an economical 
place to hold conventions, one reason being its central 
location, enabling delegates from all over the state to at- 
tend without having to spend a great deal on mileage. 

After a brief response by State Secretary-Treasurer 
Wm. A. Decker, of Grand Rapids, the convention settled 
down to routine business, following its program. 

The following committees were appointed by the presi- 
dent: 

Sergeant-at-arms, Chas. Brenner, of Lansing; assistant 
sergeant-at-arms, Louis Kutil, of Ironwood. 





Credentials Committee: Sam Andres, of Ann Arbor; F. 
G. Leadley, of Lansing, and Bert Snau, of Battle Creek. 

Resolutions Committee: C. L. Bigelow, of Saginaw; 
Dick Brenner, of Kalamazoo, and Christian Tietze, of De- 
troit. 

Auditing Committee: A. A. Muir, of Grand Rapids; 
Frank Danes, of Lansing, and Edw. Sterner, of Flint. 

Seeretary Wm. A. Decker’s Report. 

Secretary-Treasurer Wm. A. Decker thereupon read his 
annual report, in which he said in part: 

“The past year has been the most difficult and critical 
in many ways, of any year since my connection with the 
Association, and, I believe, since its organization. The 
war affected our business in general, some of our members 
having been unable to ‘carry-on’ and have been obliged to 
go out of business. Nearly all have been injured to quite 
a serious extent by the resultant lack of business, high 
prices, etc. Organizing work as a result of the above 
named conditions was postponed. 

“When a man is losing money through lack of efficiency 
and poor business methods, we have got a chance to in- 
terest him, and, if he will let us, do him a lot of good, 
but when he is just two jumps ahead of the bill collector, 
with no business to be had at any price, he will not be 
interested in the Association. 

“Everything now points to lower prices for material 
and a gradual resumption and increase in business vol- 
ume, as the coming season advances, and the opportunity 
for Association work should increase with it, in like pro- 
portion. 

“There is mo reason why our business should not be 
just as good and as profitable as any other business, if run 
on the same efficient, business-like, basis. 

“We have in the past materially raised the general 
standing of our business through our educational efforts, 
but to retain the good so far accomplished and to continue 
to better conditions and remove abuses, we must keep up 
this good work of education and make better business men 
and fairer competitors of our fellow master plumbers. 

“During the year we lost 37 members and gained 61, 
our net gain being thus 24. 

“This gain is due to the steady increase in the Detroit 
local, but for which we would be obliged to show a loss 
for the past year, and I therefore take pieasure in re- 
peating my remark of last year to the Detroit Associa- 
tion, we are indeed glad to have you with us again. 

“IT would feel remiss in my duties if | neglected to say 
to you that Detroit members made a wise move when they 
elected John S. Irvine as their president, to whom much 
of the credit for the good work in Detroit is due. 

“Your Executive Committee held meetings in Flint and 
Lansing with the view to outline a campaign for member- 
ship throughout the state, and if business resumes reason- 
ably during the coming year our membership should and 
can be materially increased. To do this, however, we must 
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have the co-operation of our members in the backward 
locals, as it is a pure waste of time to try to win a race 
with a lazy or balky horse, but real team work always 
wins.” 

Following his annual report, Secretary Decker read the 
following Bill, known as No. 93, which is before the Mich- 
igan Jegislature at the present time. 

Proposed Heating and Ventilating Law. 

“A Bill to provide for public health and safety in the 
construction and installation of power, warming and ven- 
tilating apparatus in buildings in the State of Michigan; 
to authorize the State Board of Boiler Rules to formulate 
a uniform code for such installations; to provide for the 
licensing and regulation of persons installing heating and 
ventilating apparatus; making an appropriation to carry 
out the provisions of such regulations, and to provide pen- 
alties tor the violation of this act and rules and regula- 
tions of the Board of Boiler Rules. 

“The People of the State of Michigan Enact: 

“Section 1.—The State Board of Boiler Rules, created 
under the provision Act. No. 174, Public Acts of 1917, 1s 
hereby authorized and directed to codify rules and regula- 
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stall, construct or cause the use of any apparatus covered 
by the provisions of this act without first obtaining a 
license from the State Board of Boiler Rules and other- 
wise complying with the provisions of this act and the 
rules and regulations formulated under this act. The 
license fee, required by the State Board of Boiler Rules 
under this act, shall not exceed Ten ($10.00) Dollars per 
annum. No license shall be required of the householder 
in the use of heating apparatus. 

“Section 3.—The rules formulated by the State Board 
of Boiler Rules shall become effective upon the approval! 
of the Governor and the Attorney-General. Any altera- 
trons or revisions of the rules formulated by the Board 
of Boiler Rules shall not become effective until six months 
after their approval by the Governor and Attorney-Gen- 
eral. 

“Section 4.—Any person, firm, or corporation violating 
any of the rules and regulations of the requirements of 
the Board of Boiler Rules shall be deemed guilty of a 
misdemeanor, and upon conviction thereof, shall be sub- 
ject to a fine of not more than One Hundred ($100.00) 
Dollars or imprisonment for not more than one year, or 





The Detroit Delegation at Michigan Master Plumbers’ Convention in Lansing, Mich., March 12 and 13, 1919.—From 
‘*‘Domestic Engineering” Photo. 


tions for the construction, installation and use of power, 
warming and ventilating apparatus in buildings of all types 
in the State of Michigan, where power, warming and ven- 
tilating apparatus are to be installed. These regulations 
shall be in conformity with the best engineering practice 
for the construction, installation and use of chimneys and 
other apparatus for power, warming or ventilating appa- 
ratus. The regulations formulated by the Board of Boiler 
Rules shall be obtained trom the experience and practice 
of manufacturers of heating apparatus doing business in 
the State of Michigan and under its laws. Such regula- 
tions shall be based on the experience of said manufac 
turers and be considered only as minimum requirements 
for various types of apparatus used for heating and ven- 
tilating purposes. The requirements for various types of 
heating and ventilating apparatus shall be embodied in 
separate parts of the code. It is the intent of this act 
that the Board of Boiler Rules shall hold public hearings 
and formulate into the code, provided for in this act, the 
successful practice of manufacturers, architects, and engi- 
neers. 

“Section 2.—No person, firm, or corporation shall in- 





by both such fine and imprisonment on the discretion of 
the Court. 

“Section 5.—The sum of Five Hundred ($500.00) Dol- 
lars is appropriated for the printing and distribution of 
the rules formulated by the State Board of Boiler Rules. 
The chairman of the Board of Boiler Rules shall sign al! 
vouchers for expenditures under this act.” 

John S. Irvine, of Detroit, vice-president of the state 
association, talked for a few minutes on the bill and point- 
ed out to the convention what an important thing it was 
that this bill go through. He wanted to impress upon 
them that the bill is to protect the small man, the man 
who invests his entire savings in a home. This bill sees 
to it that this man gets a square deal in regard to the 
heating system. The bill calls for the construction of a 
certain kind of flue, which must be put in when the build- 
ing is being erected. He wanted the public to know that 
the organization stands for a square deal and is going to 
protect the public. 

It was moved and supported that the bill be given to 
the Resolutions Committee to see whether the convention 
should support it. 
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‘A discussion on the merits of the bill followed, and a 
re-reading of same was called for. 

Mr. Decker also spoke in favor of the bill saying it 
would result in correct rating of all boilers. 

The convention at this point adjourned until 1:30 p. m 


Wednesday Afternoon Session. 

The afternoon session opened with the reading of the 
Credential Committee’s report, which showed the follow- 
ing cities represented, as indicated: 

Ann Arbor, 3 delegates; Battle Creek, 6: Bay City, 1; 
3elding, 1; Detroit, 83; Flint, 3: Grand Rapids, 12; Hills- 
dale, 1; Ironwood, 1; Jackson, 14; Kalamazoo, 4; Lapeer, 

Marshall, 2; Pontiac, 4; Saginaw, 12; Ypsilanti, 2. 

Besides the 150 association members present, about 70 
invited plumbers attended, the majority of whom joined 
the association before the close of the convention. 

After the Credential Committee’s report, the Resolu- 
tion Committee made its report, as follows: 

“To the Members of the State Association of Master 
Plumbers, in convention assembled, at the city of Lansing, 
this 12th day of March, 1919. 

“Your Committee on Resolutions, having considered 
with great care the proposed bill to provide for public 
health and safety in the construction and installation of 
power, warming and ventilating apparatus in buildings, in 
the state of Michigan, report favorably on the bill and 
recommend its adoption. 

“Respectfully submitted, 

“Chas. L. Bigelow, Saginaw; R. R. Brenner, Kalamazoo; 
C. P. Tietze, Detroit.” 

The report was unanimously adopted. 

An address on “Sewage Disposal” by Major Edward D. 
Rich, state sanitary engineer, followed. Major Rich gave 
a very interesting talk on this subject, accompanied by 
lantern slides. He also had in the convention hall a dis- 
play of miniature cities, showing installations of sewage 
disposal systems. Major Rich remained after the adjourn- 
ment and explained his display, answered questions and 
explained different systems of sewage disposal. 
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Mr. and Mrs. Ernest Magnee, Mr. and Mrs. W. M. Williams, 
and Mr. and Mrs. E. R. Brown; all of Detroit.—From “Domestic 
Engineering’ Photo. 


Another very interesting address was given by Dr. 
Ward Giltner, of the Michigan Agricultural College, on 
“Sanitation of Rural Communities.” Dr. Giltner’s open- 
ing words were that the meeting reminded him very much 
of a college bunch gathered for a mass meeting just be- 
fore a football game. That shows the spirit and pep dis- 
played by the master plumbers of the state of Michigan. 
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A resolution in regard to having three extra meetings a 
year in Detroit for the purpose of education was brought 
up, and was referred to the Educational Committee. 

A motion was made, seconded and passed unanimously 
that L. J. Holser, of Pontiac, be made an honorary mem- 
ber of the association. 

The Banquet. 

On Wednesday evening the Lansing Association of 

Master Plumbers gave a banquet in honor of the dele- 





Retiring President Theo. C. Gross, Lansing, Mich.; President- 
Elect John S. Irvine, Detroit; Retiring State Director Norman 
Boosey, Detroit: Secretary and Treasurer W. A. Decker, Grand 
Rapids: State Director Edw. Sterner, Flint; State Director 
A. A. Muir, Grand Rapids, Mich.—From “Domestic Engineer- 
ing’’ Photo. 


gates and their friends in the Banquet Hall of the Masonic 
Temple. Following an elaborate dinner, Toastmaster 
Edward L. Heeb introduced the speakers. National Direc 
tor C. H. Maloney, of Gary, was the first speaker, his 
topic being “The American Soldier.” S. H. Morgan, ot 
Detroit, past president of the state association, addressed 
the party on “Building of a Master Plumber” and M. J. 
Beirn, of Chicago, assistant treasurer of the American 
Radiator Co., thereupon delivered an exceedingly instruc- 
tive address on “Business Fundamentals.” All the speak- 
ers won the enthusiastic applause of the banqueters. 

The evening’s program also was enlivened with vocal 
and instrumental music. 

Thursday Morning Session. 

The meeting was called to order by President Theo- 
dore C. Gross, after which E. M. Sterner, of Flint, Mich- 
igan delegate to the National Convention last year, gave 
his report. 

An address by Norman Boosey, of Detroit, on “The 
Man Without an Overhead” then followed. Mr. Boosey 
told how he worked for eleven years, without making 
much headway due to the fact that he did not know how 
to figure his overhead. He reviewed his start in busi- 
ness and how he advanced by always giving a square 
deal. After eleven years he began to see the light and 
made it his business to find out what the trouble was. 
He found out and decided to give the younger plumbers 
the benefits of his losses. He has talked so much on 
“Overhead” in different parts of the state, that the trade 
knows him as “Overhead Boosey.” Mr. Boosey had sev- 
eral charts, which showed just how much every man 
should make and how much his overhead should be. 

L. Kennedy, of Detroit, followed with an address on 
“Education of the Plumber” which was along the same 
lines as Mr. Boosey’s. He showed the men how to figure 
their overhead, using a large blackboard on which he first 
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figured overhead as many plumbers figure it and then 
showed how they should figure it. 

A brief discussion of the “Labor and Wage Proposition” 
then followed, and the meeting adjourned until afternoon. 
Thursday Afternoon Session. 

Wm. Bennett, of the State Good Roads Association, 
gave a short but interesting talk on the good roads cam- 
paign now being waged in Michigan. 

F. A. Lemke, of the Humphrey Co., Kalamazoo, Mich., 
who was scheduled to deliver an address on Thursday 
afternoon, was unfortunately called to another city and 
his paper was therefore read by L. E. Spear, of the same 
company. 

The paper was entitled “The Merchant Plumber,” and 
it claimed and held the undivided attention of every del- 
egate and guest attending the session. It advocated up- 
to-date, aggressive business methods and practices, includ- 
ing the various means of advertising and selling used 
today by business men in other lines. The paper was an 
exceedingly well-prepared and instructive document, and 
its author was given a hearty vote of thanks for its prep- 
aration. 

Reports of the various committees then followed. 

The Resolution Committee reported favorably on the 
resolution to have three extra meetings a year in Detroit 
for the education of plumbers, and the convention acted 
favorably on the resolution. 

Otto A. Wurm, of Detroit, was made an honorary mem- 
ber of the association, by unanimous vote. 

Election of Officers. 

The election of officers for the ensuing year resulted 
President, John S. Irvine, of Detroit; vice- 
president, James J. Keeley, of Jackson, and secretary- 
treasurer, Wm. J. Decker, of Grand Rapids. 

John S. Irvine, of Detroit, Wm. A. 
Decker, of Grand Rapids, J. J. Keeley, of Jackson, Thos. 
C. Shields, of Lansing, and C. L. Bigelow, of Saginaw. 
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Geo. V. Hepburn, of Kanawha Mfg. Co., Charleston, W. Va.; 
E. G. Pond, of Blake Specialty Co., Rock Island, Ill.; M. M. 
Kenyon, of the Toledo Branch of Standard Sanitary Mfg. Co., 
Pittsburgh, Pa.; D. P. Ballenger, of Pierce, Butler & Pierce 
Mfg. Corporation, Syracuse, N. Y.; John W. Hamilton, of Run- 
die-Spence Mfg. Co., Milwaukee, Wis., and R. J. Fairchilds, of 
National Water Lift Co., Kalamazoo, Mich.—From “Domestic 
Engineering” Photo. 


The next annual meeting is to be held in Detroit, and 
the Detroit association invited the ladies to attend the 
next convention. 

The delegates elected to attend the National Conven- 
tion in June are: Theodore C. Gross, 6f Lansing, an‘ 
Wm. A. Decker, of Grand Rapids. 

With the singing of “America” the largest state con- 
vention of the Michigan Master Plumbers closed. 
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Supply Men at the Convention. 

Among the members of the supply fraternity present 
at the convention were: 

L. E. Spear, Michigan representative of the Humphrey 
Co., Kalamazoo, Mich. 
Hepburn, Michigan representative of the 
Kanawha Manufacturing Co., Charleston, W. Va. 

Chas. J. Peck, of the Detroit branch of Crane Co., Chi- 
cago. 

E. R. Clark, sales manager for the Detroit office of 
Ruud Manufacturing Co., Pittsburgh, Pa. 


Geo. V. 





L. E. Spear, Michigan Representative of the Humphrey Co., 
Kalamazoo, and E. R. Clark, Michigan Manager of the Ruud 
Mfg. Co., Pittsburgh, Pa.—From ‘Domestic Engineering” 
Photo. 


James R. Wade, of the sanitary department of James 
B. Clow & Sons, Chicago. 

R. J. Fairchild, general manager of the National Water 
Lift Co., Kalamazoo, Mich. 

John W. Hamilton, representative of the Rundle-Spence 
Manufacturing Co., Milwaukee, Wis. 

M. M. Kenyon, of the Toledo branch of the Standard 
Sanitary Manufacturing Co., Pittsburgh, Pa. 

B. F. Schock, representative of A. Harvey’s Sons, De- 
troit, Mich. 

J. B. Caldwell, representative of the Caldwell Ideal Cor- 
poration, Detroit, Mich. 

E. G. Pond, representative of the Blake Specialty Co., 
Rock Island, Ill. 

James E. Degan, district sales manager, Detroit, for the 
Spencer Heater Co., Scranton, Pa. 

D. P. Ballenger, representative of Pierce, Butler & 
Pierce Mfg. Corporation, Syracuse, N. Y. 

Otto A. Wurm, general manager of the Detroit Plumb- 
ing Supply Co., Detroit, Mich. 

W. E. Stoneman, Michigan representative for the John 
Douglas Co., Cincinnati, O. 

B. Herman, vice-president of the Eclipse Manufacturing 
Co., Detroit, Mich. 

M. J. Beirn, assistant treasurer of the American Radi- 
ator Co., Chicago. 

E. R. Brown, representative of the Anderson-Brown 
Co., Flint, Mich. 

The only exhibit at the convention was that of the 
Humphrey Co., Kalamazoo, which was in charge of L. F. 
Spear. 





Auburn, Me.—Herbert L. Gatchell has opened a general 
plumbing establishment at 142 Turner Street, under the 
name of H. L. Gatchell & Co. Mr. Gatchell has been en- 
gaged in plumbing work in Auburn and Lewiston for sev- 
eral years past, having been associated with L. W. Has- 
kell & Co., of Auburn, and J. E. Scott & Co., of Lewiston. 









EXPORT SALES QUESTIONNAIRE 





A New Department to Assist Our Readers 
in the Vital Topic of Exports, Customs, 


Duties and Foreign 


Requirements 





By John J. Laferme 





Toy a ee ANY letters are be- 
ing received in con- 
nection with this 

Export Questionnaire, mak- 

ing practically the same in- 

quiries, namely: What the 
possibilities are in Europe. 
| What the writer’s candid 
opinion is, etc. We shall en- 
deavor to reply to all, and the 
writer suggests that our 
readers who are interested, 
send in a request for previ- 
ous articles written on these 
= Ss subjects, because many of the 
inquiries are practically an- 
swered in these articles, at 
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John J. Laferme. 


least such general inquiries as our opinion of the possi- 
bilities, and the European requirements in general. 

To several other inquiries as to standard threads, gas- 
kets, rubbers, connections, etc., few of our United States 
Standards will go in England, but on the Continent, where 
much lead pipe is used, our general run of fittings with 
tail pieces for lead will go through without trouble. 

In view of the almost total annihilation of sanitary 
ware factories in France, which were supplying many of 
the Continental countries in which little or no goods 
were produced, it is to be expected that these Continental 
countries, including France, will avail themselves of what 
this country can supply for their immediate requirements, 
and this will undoubtedly lead into the acceptance of our 
standards in future reconstruction of sanitary ware pro- 
duction and installation, 

The countries on the Continent, in which little or no 
manufacturing was done, are the following: Belgium, 
Holland, Switzerland, Italy, Austria-Hungary, Spain, Por- 
tugal, Sweden, Norway, Denmark, Russia, Poland, 
Roumania, Greece, Turkey and Buigaria. 

In Belgium and Italy some brass work was being pro- 
duced, and a poor attempt made at enameled iron in 
each of the two countries. A total failure in Belgium, 
nearly one in Italy. In Switzerland, a little brass work. 
In Austria, only one pottery was making sanitary ware of 
a very coarse quality. 

England, France and Germany were producing for all 
the above-named countries, in the list of which I have 
not included Algeria, nor the civilized portion of Africa 
on the Mediterranean Coast, to which quantities of goods 
were shipped from the Continent. 

In France there were only two enameled ware manu- 


facturers, One of these was at Le Cateau, half way be- 
tween Paris and Brussels. Le Cateau was occupied early 
in the war by the Germans and the factory entirely 
wrecked. 

The other French enameler was located a little south 
of that district, also under German occupation during the 
war, and the writer has been told that this concern’s busi- 
ness and properties in France were taken over by the 
French Government, because it was financed by alien 
capital. 

The last named concern also manufactured solid porce- 
lain, to such a small extent, however, that they purchased 
through the writer hundreds of American porcelain tubs. 
Their vitreous ware was imported from England. 

There was only one pottery in France which could lay 
claim to much production. When I say much, I mean 
“much” by comparison with “none,” because I believe 
that the smallest pottery in the United States produces 
five times what this one pottery did. 

England and Germany had the call and production of 
pottery, such as water closet bowls, tanks and lavatories, 
and at that, most of the German production was the out- 
put of three English potteries established in Germany, 
which reminds me of a serio-comic incident. 

While in England, during the war, I was visiting one 
of the potteries which had established a factory in Ger- 
many. At the outbreak of the war, they had three English 
foremen and their families at the German pottery. One 
of these foremen was relating to me how, when the war 
was declared, they were given twenty-four hours to get 
out of Germany. They were the twenty-four most hor- 
rible hours these men and their, families ever lived 
through. Under insults and untold fears, they packed 
their belongings, and bag, baggage, men, wives and chil- 
dren proceeded to the Dutch frontier on the German 
railway. When they arrived at the border, they were un 
loaded at the Border Village Railway Station and had to 
go through the identification red tape, search, passport 
examinations, and this done were instructed to await the 
Dutch train, which would take them safely into Holland. 

The men folks were walking up and down the long 
platform, while their wives and children were sitting near 
the waiting room. The platform was quite long, and on 
their return walk, after having previously passed by their 
families, they were surprised not to find them where they 
had left them, and started out to find what had become 
of them. 

After several minutes’ search, they found women and 
children in a special searching room, in tears—bags and 
baggage, wives and children all being searched. 












































Upon inquiry as to why this new search, they were 
informed that news had just reached this outpost that 
English women had been giving poisoned pills to German 
people under the guise of medicaments, so everyone had 
to submit once more to a search. Trunks were opened 
up, clothing and belongings scattered all over the room, 
and unfortunately, among each family’s belongings were 
found several boxes of Beecham’s Pills—same being dif- 
ficult to find in the vicinity of the pottery, they had 
brought in a good quantity of them. 

It was in vain that they tried to explain to the German 
soldiers the use of Beecham’s Pills. They couldn’t under- 
stand English and felt positive that the poisoners had been 
found, and they were about to make short shrift of the 
three families when a trainload of wounded soldiers 
pulled in from the Belgian battlefield with some Red 
Cross nurses, who explained to the German soldiers the 
purgative qualities of the English pills. 

The Germans moderated their murderous intentions, 
but to make doubly sure that they were not being hood- 
winked, sentenced the three families to four pills each 
and put them under observation for twelve hours. I guess 
l had better end the incident right there, except to say 
that they finally reached England in a very weak condi- 
tion, but lived to tell the tale. 

Questions and Answers. 

One large concern in the East asks: 

“What are the facts regarding the general nature of ball 
cocks, faucets, flush tanks, flush valves, bath tubs, lavatories 
and closets in use throughout Europe, particularly with ref- 
erence to the use of washers, packings, gaskets, stoppers, etc., 
as used in fixtures of foreign manufacture?” 

“Where can we obtain catalogues, showing the goods men- 
tioned in above question?” 

Answer: The writer is under the impression that you 
job several of the items you mention, and manutacture 
only certain of the smaller parts. If this is the case, | 
would not advise you, as jobbers, to seek sales for goods 
upon which you must necessarily add a profit to the manu- 
facturer’s price, as most of the present European require- 
ments will be sold to jobbers or semi-jobbers over there, 
and by the time freights, duties and other expenses have 
been added to the goods in addition to your jobbing protit 
they would prove to be too high. 

There is, or- will be, a demand for complete fixtures, 
but not for parts or repair parts until later, when more ot 
the American patterns come into general use, as | have 
predicted in previous articles, giving my reasons for same, 
and when American manufacturers have done their share 
of work to introduce and sell American fixtures. 

While some American pattern flush tanks have been 
sold in Europe, I am certain that nowhere except in Ger- 
many and England have any tank shells been bought bare 
and fitted by the buyer. This means that there is little 
chance for repair parts being sold now. I do know that 
tanks and seats will be sold shortly in quantities, but 
not unfitted. Regular bath, lavatory and sink fittings can 
be sold now, in fact, are being sold now. 

As to the particular sizes of washers, packings, gaskets, 
etc., the writer is going to Europe in about thirty days 
and will send you some information from there and some 
catalogues also. 

My reference to the jobbing business in the first para- 
eraph does not mean that it would not be well for any- 
one to establish European jobbing houses, quite the con- 
trary; jobbing houses conducted as they are the United 
States would be a revelation in Europe as well as a highly 
profitable. business. 
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A. J. Mendenhall. 

A. J. Mendenhall, one of the best-known master 
plumbers of Atlanta, Ga., died at his home in that city 
on Sunday, March 2nd, in his seventy-first year, after two 
weeks’ illness. Mr. Mendenhall was president of the 
Georgia State Association of Master Plumbers and was 
a confirmed National convention-goer. His many friends 
throughout the country will be sorry to hear the news 
of his death. 

James A. Sheahan. 

James A. Sheahan, district sales manager for the 
American Radiator Co., Chicago, died at his home in 
Kansas City, Mo., on Friday, March 14th, of pneumonia. 
Mr. Sheahan was born in Chicago in 1877 and started to 
work for the American Radiator Co. at the age of 15 years, 
advancing steadily until he reached the position of district 
sales manager of the West. He had just moved his head- 
quarters from Seattle to Kansas City in order to super- 
vise the branches in his charge, which were: Kansas City, 
Omaha, Denver, San Francisco, Portland, Seattle and 
Los Angeles. He was buried at Calvary, Chicago, on 
Monday, March 17th. The active pall bearers, his former 
business associates, were: F. R. Mason, D. E. Kennedy, 
J. H. Roberts, M. J. Beirn, A. G. Downer and M. D. 
Rose. The honorary pall bearers were: John B. Murphy, 
C. D. Little, Lew B. Jenks, W. A. Beville, C. A. Gormally, 
C. K. Foster, W. H. Hill, Louis Bruch, E. G. Ingersoll, 
E. M. Davis and Wm. P. Fitzsimons. His wife, five 
children, a sister and two brothers survive him. 


Thomas L. Scott. 

Thomas L. Scott, formerly president of the Farquar 
Heating & Ventilating Co., of Indianapolis, Ind., who 
has been engaged in Y. M. C. A. work in France for more 
than a year, died last Tuesday of pneumonia at Bordeaux, 
France, according to a telegram received by his wife, who 
lives in Indianapolis. The first intimation of Mr. Scott’s 
illness came in a cable received by Mrs. Scott a few days 
ago, when it was stated that his condition was considered 
critical. The last message said his body had been buried 
in the A. E. F. cemetery at Bordeaux. Mr. Scott, who 
was widely known among the plumbing and heating 
tradesmen of Indianapolis, was born on November 22, 
1869, in East Monroe, O. Twelve years ago he came to 
[Indianapolis to establish the local branch of the Farquar 
Heating & Ventilating Co., of which he was at the head 
at the time he sailed for France, shortly after the entry 
of the United States into the war. 





GOVERNMENT CONTRACTS TO BE AWARDED. 





Acting Supervising Architect James A. Wetmore, Treasury 
Department, Washington, D. C., will receive sealed proposals 
for Government work, as follows: 

Urtil 3 p. m., April 2, 1919, for the construction, including 
plumbing and heating, of the United States post office at 
Honey Grove, Tex. 

Until 3 p. m., April 2, 1919, for sewer and water suppl) 
connections at the U. S. Marine Hospital, at Stapleton, N. Y. 

Until 3 p. m., April 4, 1919, for the construction, including 
plumbing and heating of the United States post office at 


Eldorado, Kans. 
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THE ANNUAL MEETING OF THE CHICAGO 
BRANCH OF N. M. T. A. 





The Chicago Branch of the National Metal Trades As- 
sociation held its annual meeting and dinner on Tuesday 
evening, March 11th, at the Mid-Day Club, in Chicago, 
with a good attendance. Following the dinner, the re- 
tiring officers submitted their reports for the past year. 
The election for the coming year resulted as follows: 
President, O. A. Olson, of Simonds Manufacturing Co.: 
vice-president, Gustav A. Roth, Roth Bros. Co.: treasurer, 
William Ganschow, Wm. Ganschow Co.; secretary, Paul 
Blatchford, 1915 City Hall Square Building; all of Chicago. 

The executive committee will be composed as follows: 
President, vice-president, treasurer and T. A. Jones, of 
W. A. Jones Foundry & Machine Co.; Chas. E. Finkl, 
A. Finkl & Sons Co.; C. D. McDonald, McDonald Machine 
Co.; Carlton E. Elmes, C. F. Elmes Engineering Works; 
S. T. Nelson, Sullivan Machinery Co.; Harold C. Smith, 
Illinois Tool Works; all of Chicago. 

General Leonard Wood and several members of his staff 
were guests of honor on the occasion, and General Wood's 
address on “The Principles and Ideals of Genuine Amer- 
icanism,” won the generous applause of every one fortu- 
nate enough to be present. 





THE SECOND DINNER-MEETING OF THE 
MASSACHUSETTS SANITARY CLUB. 





Two hundred manufacturers and jobbers of plumbing 
supplies, and master plumbers from all sections of Massa- 
chusetts gathered at the Boston City Club, in Boston, on 
Tuesday evening, March 11th, to discuss questions of 
vital interest to the trade. The meeting was held under 
the auspices of the Massachusetts Sanitary Club, an or- 
ganization made up of these same three classes of men 
with common interests. It was the second general dinner- 
meeting of the club since its organization early last fall, 
and the increasing enthusiasm shown has satisfied the 
officers that they have made a move in the right direction. 

Members and their guests began to assemble at the club 
house late in the afternoon and found President Daniel 
F. Carroll, Vice-President William H. Toner, Treasurer J. 
Preston Perham, Secretary H. W. Thorndike and mem- 
bers of the board of directors on hand to welcome them 
After an informal reception lasting nearly an hour the 
doors of the dining hall were thrown open, and the mem- 
bers took their places at the tables. These were arranged 
to seat ten each, enabling men from different sections of 
the state to sit in groups. At the head table were: Presi- 
dent Carroll, Vice-President Toner, James S. Cassedy. 
former president of the National Association of Master 
Plumbers; William A. Bradford, former state president: 
Secretary Thorndike, of the F. W. Webb Mfg. Co.: 
Treasurer Perham and the speakers of the evening. 

While the courses were being served army song leaders 
led in general singing of war songs, and before the evening 
was over had the men shouting “Over There,” “Katy,” 





and other songs popular with the fighting men almost as 
though they had worn the khaki themselves. 

Captain H. D. Comerais, of the 101ist Infantry of the 
26th Division, who wore two gold service stripes and a 
wound stripe, was the first speaker of the evening, and, 
as he had taken part in many of the engagements ii: which 
the famous Yankee division participated, his talk was most 
interesting for there was hardly a man in the hall who did 
not have a son or a friend in the division. Captain 
Comerais brought the men to their feet with his tribute to 
Major General Clarence R. Edwards, commander of the 
26th Division, and another outburst of enthusiasm came 
when he declared that it was the soldier in the ranks who 
deserved the praise and credit for what had been accom- 
plished on the other side. 

President Carroll then called upon Dr. Eugene R. Kelley, 
Massachusetts state commissioner of health, who talked 
interestingly on the general subject of sanitation. He 
attributed the constantly lowering death rate largely to 
better sanitary methods in the average home and im- 
provements in water supply systems and in the systems 
of sewage disposal. The plumbing trade, he declared, has 
had a great part in this forward movement. He believed 
that much good would result in more uniform plumbing 
regulations throughout the state, and he hoped to see 
this accomplished soon. 

George C. Whipple, professor of the Department of 
Vital Statistics at Harvard University, and known as a 
leading sanitary engineer in the country, devoted much of 
his talk to country sanitation. He said that the farmer 
almost always arranged to have the sink drain lead in an 
opposite direction from other waste pipes, which was an 
ideal plan. Often he said large sums of money were 
spent for sanitary appliances for country estates, when the 
old-fashioned simple method, by which fatty waste was 
kept separate from other waste, was much to be desired. 

Professor Whipple is a member of a state commission, 
which is considering more uniform plumbing regulations, 
and he told of some of the discoveries already made. Two- 
thirds of the towns in the state, he said, had no plumbing 
regulations and were regular “plumbers’ paradises,” while 
in many others there was little or no attempt at enforce 
ment. The rules and regulations in those towns and 
cities, which have them, he said, are vastly different in 
different localities having grown up without any scientific 
reasons. The commission is still engaged in studying the 
situation. Professor Whipple then spoke briefly of his 
visit to Russia some years ago in the capacity of govern- 
ment expert and of the simple plumbing fixtures which he 
found there and in Japan, and he concluded by telling 
of the work of the commission which is studying the privy 
under the direction of the United States Public Health 
Service. 

Secretary Thorndike was next called upon for a report 
of the condition of the club. He announced that there 
were 150 active members, representing members of the 
Massachusetts State Association of Master Plumbers, and 
iobbers in plumbing supplies in. Massachusetts; 120 as- 
















































sociate members, manufacturers and others who, while 
not in the plumbing business or supply business, yet 
through their business come in contact with the plumbing 
industry; and one honorary member—the latter Theodore 
Ahrens, president of the Standard Sanitary Manufacturing 
Co. Application blanks had been printed in the song 
books placed at each plate, and Secretary Thorndike in- 
vited non-members to sign them. 

James D. Henderson, of Boston, an optimist by his own 
admission, president of two banks, vice-president of three, 
director of seven or eight others and a real estate operator, 
with offices in many suburban communities, was the next 
speaker. He declared that the question as to what attitude 
the banks would take toward the resumption of building 
activities need worry no one, that the banks already had 
shown their willingness to loan for building purposes and 
that new buildings were springing up on every side. He be- 
lieved that the next few months would see a great reviva! 
and pointed to a number of individual cases with which 
he had come in contact within the past few days of large 
investments in building projects. The erection of homes, 
office buildings and other structures, of course, meant 
more work tor the plumber. He urged the plumbing 
fraternity to reduce prices as an incentive to quick re- 
sumption of building. “Reduce your prices 10 per cent 
tomorrow,” he said, “and you'll have plenty of business.” 

A talk on “Trade Extension” was given by B. O. Tilden, 
of the American Sanitary Works, of Trenton, N. J., who 
was introduced on the program as a man who “has been 
a master plumber in Massachusetts, a wholesale dealer in 
plumbing material and is now a manufacturer of plumbing 
goods.” Mr. Tilden discussed all angles of the plumbing 
business and urged cooperation. He declared that the 
plumber had an excellent opportunity to do business, if he 
would but go out and create the demand, and he would 
find manufacturers and jobbers ready to help him. 

Mr. Tilden went into considerable detail as to the plans 
of the Trade Extension Campaign, which had been tem- 
porarily suspended because of war-time conditions, but 
which only recently has once more been started up. He 
urged cooperation in advertising and declared he believed 
the manufacturer and jobber should bear the biggest part 
of the financial burden in the cooperative efforts. 

In response to an invitation for a general discussion 
former National President Cassedy spoke briefly and from 
the shoulder. He declared local plumbers would be glad 
to purchase their supplies from local houses rather than 
from the West and elsewhere, if the local jobbers would 
put out the same grade of goods. They would be willing, 
he said, to pay a little more if necessary, but they must 
have the quality. The Trade Extension movement had 
done and was doing much for the master plumbers, Mr. 
Cassedy said, and the committee proposed to keep at it 
“until every master plumber knows how to sell goods, 
how to advertise and how to create results.” 

The meeting closed with a brief discussion of a bill 
pending in the legislature to control the manufacture and 
sale of range boilers, requiring them to be tested and 
marked. William A. Bradford, Jonas A. Larraway, Edward 
C. Kelley and others participated in the discussion, but no 
action was taken. 
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TO OPEN NEW ENGLAND BRANCH APRIL Ist. 





Charles Millar & Son Co., of Utica, N. Y., has leased 
a building at 26 Willow Street, Springfield, Mass., now 
occupied by the Lincoln Plumbing Co., together with an 
adjoining building, and will open a New England branch 
in that city about April ist. 
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THERMAL APPLIANCE CO. TO MOVE TO 
ELIZABETHPORT, N. J. 





The Thermal Appliance Co. will move its general 
offices, laboratory and factory from 520 West Twenty- 
seventh Street, New York City, to Elizabethport, N. J., 
where a plant comprising two large brick buildings with 
7,500 square feet of floor space will be occupied. The 
plant is being equipped with complete machine shop facili- 
ties, which will enable the company to greatly increase 
its production. Railroad sidings to the doors are also 
provided at the plant. The company expects to be settled 
in its new home early in April. 





BUILDING PERMITS FOR FEBRUARY, 1919. 





Gain of 48 Per Cent over February, 1918.—Fifty Per Cent 
Below Normal, Compared with Average for Last 
Six Years. 


Building permits officially reported to “The American 
Contractor” from 153 cities of the United States total 
$32,058,628 for February, 1919. Compared with the total 
of $21,680,314 for the same cities for February, 1918, this 
indicates a gain of 48 per cent over last year at this time; 
and compared with the total of $23,869,215 for January, 
1919, a gain of nearly 35 per cent over the month previous. 
The improvement is even more marked when it is consid- 
ered that January, 1919, showed a loss of 12% per cent 
over January, 1918. It is evident that the construction 


outlook is improving. 
Feb., 1919 Feb., 1918 Per Per 
Estimated Estimated Cent Cent 


City Cost Cost zain Loss 
Akron, Ohio . esti teswsim—el eee Bee 293 oe 
I I Fe caida nna 95,685 139,850 es 31 
Allentown, Pa. ...... cist tiniiniledal 26,075 11,250 131 vr 
I 6,184 7,299 oe 15 
Atlanta, Ga. sethoaiieas 401,233 281,798 42 ~s 
EE FS ae 7,848 21,116 ii 62 
I I Ee i cictcicicnccncs —-- daipniiaiianeied ‘outta are ~ 
i a 650 2,000 eee 67 
Baltimore, Md. ENG nr 640,901 672,466 aa 4 
Bay City, Mich. vee: ' ee sais ae 
a NNR See 33,990 4,450 663 as 
a an 20,600 36.500 _ie........ 43 
Binghampton, N. Y. .............. 37,180 39,601 il 5 
Birmingham, Ala. 197,136 56,111 251 
Boston, Mass. 329,180 494,706 ~~... : 33 
Bridgeport, Conn. ee De ea 
Brockton, Mass. isiebuaetiiiadie 31,882 4,850 598 hes 
i. ee 320,000 493,000 sabi 35 
Cambridge, Mass. m 81,640 27,435 197 
> erence eee 70,118 56,848 23 
Canton, Ohio .... sdoccnaadis 351,450 48,030 631 om 
Cedar Rapids, Iowa.............. 32,000 66,000 ss 51 
Charteston, 8. C.. ............. 17,220 5,383 219 
RE, ne 16,579 12,825 29 
Chattanooga, Tenn. ............. 57,362 47,301 21 
RS i tenses” dada eae 
EE er 2,376,000 a 26 
I, GID cic cecnticentcsecsecens 191,915 250,000 ame 23 
Cleveland, Ohio ........................ 1,135,605 1,363,076 _...... 10 
Colorado Springs, Colo.......... 4,570 630 625 
Columbus, Ohio it a 571,470 158,510 254 
Covington, Ky. diconiaddgaidaiitiadides 18,125 13,500 34 
I, i cieaias 91,964 148,058 pees 
Davenport, lowa Licesaitestele 56,315 25,645 119 
Dayton, Ohio ...... ye x 1 ee ee te iiaue aw 
ESTAR aa a ea 34,975 67,650 Meoeni 48 
Denver, Colo. ....... 219,500 173,630 26 


Ge | 


Des Moines, Iowa .................... 51,650 54,850 


Detroit, Mich. ............ 1,279,065 857,580 49 
Dubuque, Iowa ....... re ’ 45,800 35,030 30 x 
Ns” MIR, ccndsbectscveccnces sia 63,672 i 66 
East Orange, N. J. ....... | 29,171 24,400 19 
Bast St. Louis, Il. ...... sale 59,260 15,950 271 
ee RRS ne see 58,143 20,250 187 
ees FUN ho iaviecl accede 66,202 56,340 17 
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City 
on 
Svansville, Ind. ............ 
Fall River, Mass. 
Fitchburg, Mass. 


Fort Worth, Texas ................ ' 


Galveston, Texas . 
Grand Rapids, Mich...... 
Hamilton, Ohio 
Harrisburg, Pa. . 
Hartford, Conn. 
Hoboken, N. J. 
Holyoke, Mass. 


SI: CON os ocmntccnones 
Ef ae 


Indianapolis, Ind. 
Jackson, Mich. 


SRCRBORVIIC, FIR. ........-.<:-.--..--- 
. gk A A nN 


Joliet, Ill. , bteemies 
Kansas City, Kan. 
Kansas City, Mo. 
Knoxville, Tenn, 
Lancaster, Pa. 
Lansing, Mich. 


Lawrence, Mass. ....................... 
a desc 


Lincoln, Neb. nitciiben 
Long Beach, Calif. : 


eee ee ew eee eee eee 





Los Angeles, Calif. 
Louisville, Ky. 


Lowell, Mass. .................. ieosianans 


Lynn, Mass. 
Macon, Ga. 


Malden, Mass. ......................... = 


Manchester, N. H. 


McKeesport, Pa. ..................-. 


Memphis, Tenn. 





Milwaukee, Wis. ...................... 
Minneapolis, Minn, .................. 
PRORUMOTROTY,, BIB.  .cccncecsececccoccee 


Mt, Vernon, N. Y.. 
Nashville, Tenn. 
Newark, N. J. ....... 





New Bedford, 
New Britain, Conn. . 


New Haven, Conn. ............. ace 


New Orleans, La. 
New York City: 


Borough of Brooklyn ........ 


Borough of Manhattan 


Borough of Richmond. ........ 
Borough of Bronx ................ 
Borough of Queens ............ 


Niagara Falls, N. Y.................. 


Norfolk, Va. 


I 
Oklahoma City, Okla.............. 


Omaha, Neb. 


SE 





Pasadena, Calif. 


I a a 


Paterson, N. J. 
Peoria, Ill, 
Philadelphia, Pa. 


rr te eee eee tee Pee eee eee 





Pittsburgh, Pa. 
Portiand, Me. 





Portland, Ore. 
Pueblo, Colo. 
Reading, Pa. 





Richmond, Va. ........ bcaisheeae weer 


Roanoke, Va. 
Rochester, N. Y. 


Sacramento, Calif. .................. 





Saginaw, Mich. 
Salem, Mass. 
Salt Lake City, 
San Antonio, Texas...... lsat 
San Diego, Calif. 

San Francisco, Calif. 


Sl ee 


Savannah, Ga. 
Schenectady, N. Y. 
Scranton, Pa. 
Seattle, Wash. 


rrr T ete ee eee tet 


) | a 


rete eee ee ee ee eee 


Feb., 1919 
Estimated 


Cost 


71,833 
44,485 
19,710 
18,885 
246,007 
43,495 
83,373 
79,055 
44,530 
257,940 
35,240 
2,975 
213,505 
86,900 
436,645 
40,930 
95,990 
55,163 
16,500 
63,335 
360,860 
42,910 
26,650 
27,930 
15,848 
10,683 
68,190 
338,172 


1,008,195 


104,850 
205,470 


90,885 


1,852,090 
3,978,200 


157,315 
327,109 
856,419 


39,133 
25,500 
82,175 
12,600 


1,140,865 


379,951 
19,315 
280,720 
23,196 
148,375 
309,147 
39,545 
173,888 
70,360 
26,348 
6,765 
56,435 
148,616 
94,140 
355,377 
19,393 
57,325 
39,865 
37,980 


1,750,085 
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Feb., 1918 
Estimated 


oe 


Cost 
30,025 
64,280 

3,200 
12,420 
167,715 
15,689 
98,428 
181,900 
37,395 


382,504 
7,000 
25,100 
,682,700 
34,765 
44,400 
4,400 
12,820 
12,713 
31,605 
148,865 
765,630 
83,611 
352,300 


38, 440 


820,449 


1,896,700 


89,820 
661,398 
379,669 


eet eeeeoeee 


137,349 
407,640 
258,315 
163,600 
44,763 
2,125 
50,580 
82,100 
591,865 
414,688 
20,075 
221,830 
14,470 
125 
144,046 
4,440 
103,800 
60,803 
9,042 
3,690 
35,510 
569,965 
68,155 
537,230 
62,274 
30,265 
9,815 
3,865 
896,030 


Per 
Cent 
Gain 


orcece 


118,600 
114 

790 

67 

15 


eeeee 


Per 
Cent 
Loss 


30 


oI; 


~j : 


41 


32 


. 50 
32 
12 


84 


60 


73 


68 
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Feb., 1919 "eb., 1918 Per Per 
Estimated Estimated Cent Cent 
City Cost Cost Gain Loss 
Sioux City, Iowa .. 80,700 432.876 = econ 81 
South Bend, Ind. 39,913 2,265 225 ade 
Spokane, Wash. . 19,595 32,243 bien 39 
Springfield, Ill. ...... 37,485 35,325 6 
Springfield, Mo. 7,160 6,950 2 
Springfield, Mass. 107,050 12,775 737 
Springfield, Ohio . 4,850 3,930 23 = 
St. Louis, Mo. 310,621 361,304 14 
St. Paul, Minn. 153,619 238,473 35 
Stockton, Calif. 41,661 57,105 27 
Superior, Wis. 121,150 141,720 eee 14 
Syracuse, N. Y. 84,010 44,910 eee . 
Tacoma, Wash. 121,805 196,709 - 38 
Terre Haute, Ind 21,436 8,360 156 
Toledo, Ohio 366,957 30,782 _ apo 
Topeka, Kan. 30,200 23,991 25 
Trenton, N. J 59,768 1,600 a 
-;, <a, ‘a ae 26,275 Gaia Siete sae a 
Ucem, NM. W...... 16,850 10,500 a 
Washington, D. C...... 505,334 731,450 - 30 
West Hoboken, N. J 4,783 200 2291 
Wheeling, W. Va 9,435 18,825 49 dikes 
Wichita, Kan. 158,250 262,650 39 
Wilkes-Barre, Pa. ...... 14,306 87,162 &5 
Wilmington, Del. 174,957 70,440 ——” eae 
Woonsocket, R. I. sdeanehaniiia — nen os 
Worcester, Mass. iain 131,421 127,425 3 
Yonkers, N. Y. 66,100 1,300 4980 
York, Pa. ; 4,500 3,000 50 _ 
Youngstown, Ohio ............ 126,723 683,740 24 
, EASES SE Se a ee $32,058,628 $04. 680,314 > was 
See se se 
ee — oe 
s- 
- 


Personal< 


IMentic 


O. P. Benjamin, 






formerly vice-president and general 


manager of Detroit Valve & Fittings and Detroit Brass 
Works, of Detroit, has purchased an interest in the Capital 
Brass Works, of that city, and has been elected president 
of the company. 

Isaac E. May, proprietor of the May Supply Co., of 
Anderson, Ind., was in Chicago this week on his return 
from the Pacific Coast, where he has been on a vacation 
since December ist. His golf friends will be interested 
to know that he has developed into an expert golfer. The 
palms of his hands prove this assertion. 

Francis H. Shuster, president of the Shuster Plumbing 
Supply Co., of Philadelphia, was given a surprise party on 
his birthday, Wednesday, March 12th, in the form of 
dinner. Among those in the party were: J. Charles Parry, 
of the Standard Sanitary Manufacturing Co.; William 
Brecht, of the Krupp Foundry Co., Ltd., Lansdale, Pa.; 
Thomas Powers, of the Salem Brass & Iron Manufactur- 
ing Co., Salem, N. J.; George P. Cartwright, of the Pitts- 
burgh Valve & Fittings Co., Pittsburgh: G. Wallace Smith 
and the Misses Hogan, Dix and Gill, the latter of the 
Shuster company. 





frank G. Newton, for a number of years Middle West 
representative for the United States Sanitary Mfg. Co., 
of Pittsburgh, with headquarters in Chicago, has been 
transferred to Philadelphia and is now in charge of eastern 
territory west of New York, with offices in the Land Title 
Building. Harold A. Cross, formerly with the Chicago 
office of the American Pin Co., of Watertown, Conn., has 
been appointed as his successor, and he will make his 
headquarters in the McCormick Building, Chicago. 






























Steel and Iron. 

The problem contronting the steel men and the Indus- 
trial Board of the Department of Commerce will be settled 
on Wednesday, the 19th atter which increased business 
may be looked tor. The prospects are bright and there 


is an almost certain feeling that the dullness which has’ 


been in the trade of late will be dissipated and that new 
business will imcrease for steel and steel products. The 
meeting this week is regarded as the turning point for 
the industry in its progress from a war to a peace basis 
All interest 1s centered in Washington, from which the 
final decisions regarding prices will be announced. The 
size of the reductions still remains a matter of specula- 
tion, but on one point there is universal agreement. Un- 
less the cut is moderate there must necessarily be some 
rearrangement of wages to meet the reduction in prices 
which producers will receive. further liewht on condi- 
tions prevailing in the structural field will be furnished tr 
the report of the Bridge Builders and Structural Society 
which will soon be made public. There is a strong feeling 
that the February figure will show some improvement 
over the 12 per cent low of January. 

setter conditions are in store for pig iron, although the 
market recently has been dull and quiet and buying has 
been at a low ebb. But after the meeting this week it 1s 
expected that a buying movement will develop, as lower 
prices are expected which will stimulate buying. Just 
how the high cost producers will react to the subject of 
the price changes is still in doubt, but there is a feeling 
that if reductions in prices are too drastic there will be 
some movement to bring about a corresponding cut in 
wages. The time is ripe for such a change as that which 
is contemplated by the Industrial Board, since the year 1s 
about to turn into the second quarter, and this is always 
a sign for additional buying against spring improvements. 
Municipal work will be pushed, since the war has brought 
about a dearth of projects which have received final ap- 
proval. Pipe lines will be laid and other work will be 
done on structural development, unless some unforeseen 
circumstances enter in to prevent such plans. Labor is 
plentiful and administrations are looking forward to 
fostering all reasonable projects. Coke conditions are 
good as production is being curtailed to meet present cir- 
cumstances, and prices are settled to comparatively low 
levels. The following prices are current on pig iron at 
tide water: 


RE a seceseees 90.15 
No. 2 Southern, Cincinnati .................... Lak shiliadiids . 34.60 
No. 2 foundry, Chicago ..................................----31.50 to 34.00 
Basic Valley furnace................... eiaiaide tidied 0 re 
Bessemer, Pittsburgh .~......................... Pee ae te 33.60 


Copper. 

Experts in copper noted no change in the general situ- 
ation during the past week. A quiet tone prevails and 
the deadlock between consumers and producers shows no 
sign of breaking. Surplus supplies continue to gain, al- 
though efforts are being made to curtail production. Be- 
cause of this, consumers are reluctant to enter the mar- 
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ket for supplies unless they have immediate need for the 
metal. And again producers seem to be against shading 
their prices to very much lower costs because of the high 
costs which prevailed at the time the supplies were pro- 
duced. The week closed on Saturday with larger produc- 
ing interests quoting red metal at from 1454 cents per 
pound to 15 cents delivered. The former figure repre- 
sented f. 0. b. New York. 
Tin. 

The same general conditions prevail in the tin trade as 
have existed for some time past, and there is little hope 
for any improvement for a long time to come. Trading 
is being held back because of price control and restric- 
tions against imports, and all business is practically at a 
standstill pending the liquidation of allocated supplies. 
The lump sum of 10,000 gross tons was what the trade 
had to assimilate before being granted open market con- 
ditions. This liquidation is proceeding at an even, if 
somewhat slow, pace and there is every indication that 
control will continue for some time to come. 

Lead. 

\ quiet tone prevailed in the lead market all of last 
week and the American Smelting & Refining Co. con- 
tinued to quote 5.25 cents for New York and 5 cents flat, 
for East St. Louis. 

Spelter. 

This market eased off somewhat during the last week 
and current quotations ranged from 6.10 cents to 6.15 
cents per pound. 

Other Metals. 

Ouotations on other metals in New York are as fol- 

lows: 
Aluminum (in 50-ton lots)..... 33 cents per Ib. 
Antimony (Chinese and Japanese)............ 11 cents per Ib. 
Solder, No. 1. 414% cents per Ib. 
New York Old Metal Market. 
The following prices are current for old metals: 




















Buying. Selling. 
ei , ..12 to 12% cents 14% cents 
| ee 10'4 to 10% cents 11% cents 
eee ‘ial 7144to T% cents 8% cents 
| a vied 6 to 6% cents 7% cents 
ee r to 7% cents 8% cents 
Tea Icad ...... sited 3% to 33% cents 4% cents 
Lead, heavy 44%, to 43% cents 5 cents 
Zinc 414%4 to 4% cents 5% cents 
Solder joints 10 to11 cents 12 cents 
Mexead babbdit ................. valine 5 to 7 cents 7% cents 
Cocks and faucets................ 10% to 11 cents 12 cents 
No. 1 composition............... 12% to 123% cents 13% cents 
Composition turnings ........ i909 to 10% cents 11% cents 
Aluminum clippings ............ 20 to 21 cents 22 ~~ cents 
WO FINNIE eithieeteniih ee a tS a 34. to 36 cents 37 ~~ #2 cents 
Pewter ......... s 34 to 36 cents 37 ~~ ~# cents 





Chicago Old Metal Market. 
Chicago wholesale dealers’ prices are nominally as fol- 
lows: 
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Buying. Selling. 
lieavy yellow brass.............. ~— to 7% cents 8% cents 
Rae ie mane oa 534 to 6% cents 7% cents 
press, median ...................... 74% to 7% cents 8 cents 
KT Sean eee meee 12 to 12% cents 13% cents 
Cocks and faucets.................. 11 to 11%cents 12 cents 
COT, THOU nnn cccccsenints 111%4 to 12 ~cents 13 cents 
Lead, heavy .......... eee Tt 41%, cents 5. cents 
pL RY Lee saahieaiied 334 to 4 cents 4% cents 
Ea day Se estates 3% to 4 cents 5 cents 
a ..11 to 11% cents 12% cents 
i |. nan 5Y%to 6% cents 7 cents 
Aluminum clippings ............ 20% to 21% cents 22% cents 
No. 1 pewter .........................30 0033  cenis 33 cents 
Rarer w...13 to 13% cents 14% cents 
Old iron pipes per ton.......... $11.00 $12.00 


The Pipe Market. 
Quotations on less than car lots of full weight steel pipe 
are as follows: 

















Butt Weld Lap Weld 

Blk. Galv. Blk. Galv. 

FF ff awe sicehtuiels sikouiticuee 40 12 a= 
BN I iis ciciesetnsicicnditansieretioningesntrsepeianienintpeionioes 44 2 tien wie 
% to 3 inch 47 32 ua pes 
Bey SIE “tieeidadtuideiigensaipeneniidiiion ‘ei 40 26 
EE TE Pe ea EET yen 43 29 
Re i icicnncsernaticessenntiscianidiilienmbaainee duie on 40 25 





The quotations apply to all shipments from stock, re- 


gardless of quantity. 

On extra strong and double extra strong steel pipe in 

less than car lots, quotations are as follows: 
Extra Strong Double Extra Strong 
Plain Ends Plain Ends Plain Ends Plain Ends 
Butt Weld Lap Weld Butt Weld Lap Weld 
Blk. Galv. Blk. Galv. Blk. Galv. Blk. Galv. 
%, %& and % inch.... 31 6 ed “ise anne rn sas 














% inch 36 11 ia ie 25 

% to 1% inch............ 40 15 sei poem 28 ids ie 
2 to 2% inch............ 41 16 ne di 30 ve os pat 
_- Sa 41 16 ae _ a = es . 
2 inch sd: aes ai 33 bl os pa 23 ‘ies 
2% to 4 inch iad on 36 11 di am 25 we 
= ff sae —_ 35 10 ‘nl wee 24 _ 
7 to 8 inch wee een 31 6 ‘le —_ 19 a 
9 to 12 ineh _— “ 26 16 = _— as ‘om 





With threads only, the basing discount is one and one- 
half points lower. With threads and couplings the basing 
discount is three points lower. The quotations apply to 
all quantities less than car lots. 

Quotations on full weight genuine iron pipe, in less 
than car lots, are as follows: 


























Butt Weld lap Weld 

Blk. Galv. Blk. Galv. 

% and % inch . 18 +11 osei cs 
% inch 19 +10 lei = 
xe 23 3 si on 
1% inch 28 10 ll +6 
% and 1 inch 28 10 inst sit 
1% inch 28 10 20 4 
2 inch ite sili 21 5 
2% to 6 inch _ =< 23 8 
7 to 12 inch ves 20 5 





These quotations are f. o. b. Pittsburgh, and apply to al) 
shipments from stock, regardless of quantity. 

On extra strong and double extra strong genuine 
wrought iron pipe, with plain ends, and in less than ca: 
lots, the quotations are as follows: 

Extra Strong Double Extra Strong 


Butt Weld Lap Weld Butt Weld Lap Weld 
Blk. Galv. Blk. Galv. Blk. Galv. Bik. Galy. 

















% to % inch 13 +12 _ ei i ; oie 
% inch 18 + 7 3 in ‘iad inne 
% and 1 inch 24 +41 8 wis 
1% inch 24 +41 8 te 
1% inch 24 +41 sale ain 8 ous wae Bae 
2 inch ial 18 + 7 ani a 3 a 
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2% to 4 inch oe sila 20 + 5 whee 3 _ 
Cre 20. OS Wis, jest 19 + 6 5 _— 
ee iadtenciciin dein ~ ll +14 * 
sf | Se wo 6 +19 — 


These retail prices are f. o. b. Pittsburgh, and apply to 
all quantities except in car lots. With threads only, the 
basing discount is 1% points lower. With threads and 
couplings, the basing discount is 3 points lower. 

To ascertain the price in your city, deduct the proper 
less-than-carload freight rate from Pittsburgh to that city. 
Example: Base price on 34-inch black steel pipe is 47 per 
cent, Pittsburgh, the less-than-carload rate to Patson is 17 
cents, and the price, therefore, freight allowed to Patson, 
45.3 per cent; on galvanized, 30.3 per cent. All other sizes 
to be figured on a comparative basis. 





THE IMPORTATION OF METAL INTO SWITZER- 
LAND. 

United States Vice-Consul J. C. Nally, of Zurich, 
Switzerland, reports that no ore deposits are found in 
that country. All sorts of metal are imported. In 1913 
about 300,000 tons of iron, 9,700,000 tons of copper, 5,300 
tons of lead, 2,100 tons of zinc, and 1,400 tons of tin were 
brought into the country. In the future there will be a 
large increase in the demand for copper in Switzerland 
On account of the electrification of the railways. Before 
the war, Germany was the chief source of supply for iron, 
and only tin plate came from England. During the war 
the amount of iron sent into Switzerland by Germany 
decreased considerably, so that there is a great want for 
this metal, and especially for dynamo sheet. The im- 
ports of iron from England, however, have increased 
somewhat; an association has been formed for the pur- 
pose of buying iron from the United States, but owing 
to transport difficulties this plan has not yet been very 
practicable. 


EUROPEAN SCRAP COPPER AND BRASS 
PROBLEM. 





The scrap copper and brass problem presents difficulties 
owing to the very large quantities which have to be dealt 
with, though definite figures of the tonnage available are 
lacking, says “London Metal Bulletin,’ of February 28th. 
All the Allies are faced with similar conditions, and the 
reserves held will cénstitute, when converted into usable 
form, a highly important source of supply for consumers. 
Canada has been offering large lots of copper and brass 
munitions scrap here, but dealers are very shy owing to 
the plethora of material already hanging over this market 
According to German accounts there were in Germany in 
November, “at least,” 100,000 tons of “scrap copper,’ 
which, it is said, should cover peace needs for four months 
or a little longer. The quantity is surprisingly large, but, 
if even approximately correct, includes probably all sorts 
of brass and copper, whether old metal or new scrap, 
church bells, knockers, cartridge cases, turnings, etc. 





British Stock of Copper, Aluminum, Lead, Etc. 
Consul General Robert P. Skinner cables from London 
that the Minister of Munitions reports the following 
stocks, exclusive of old metal and scrap, in that country 
on March Ist, in tons: Copper, 51,373; spelter, G. O. B., 
27,444; spelter, refined, 8,860; aluminum, 13,004; soft pig 

lead, 100,063; nickel, 2,332; antimony regulars, 4,325. 





Bristol, Conn.—R. E. Kennedy has opened a plumbing 
business in the G. A. R. Building on Central Street. 
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HE one big outstanding feature of the : 
WISECO Sure Seal Lavatory Trap is its positive water 7 


seal under all conditions of service. It has successfully Gs 
withstood a series of tests more rigid than would ever be le 
required in actual usage. 


The plumber need not hesitate to install and guarantee the Sure Seal 
as a highly satisfactory trap from every standpoint. 


J. B. WISE, Inc., Watert¢ 


ieaienei of Plumbers’ Sanitary Bras C 
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a7. .WISECO WW 


7 Plumbers’ Sanitary Brass Products WV 


set the standard in their field for Quality, Design, Service and Finish 









/ 


The plumber who adopts WISECO goods from all his installations will find 
them excellent business-builders. In the first place the job is acceptable when fin- 
ished. The neat, pleasing effect of WISECO Fixures makes an instant appeal to 
the building owner, who naturally recommends them to his friends. This results 
ina gradually increasing business for the plumber. 


_But appearance is only one of the points in favor of WISECO Fixtures. 
While they retain their fine finish indefinitely, they operate perfectly, year after 
year, giving long and satisfactory service. a 


: 


















The Sure Seal Trap is one of the popular WISECO leaders. The 
body is a ball 314 inches in diameter, made of heavy drawn brass. The 
lact that it is finished perfectly smooth inside as well as outside, prevents 
lodging of dirt, lint or any foreign matter. 


It is not necessary to disturb other parts of fixture to remove body, as 
this can easily be done by unscrewing the two body nuts. Trap swivels 
at connection between inlet bend and body. 


Furnished regularly with 5-inch Slip 
Joint, 3-inch P. O. Plug, Rubber Stopper 
and 3-inch heavy .017 flange. 


If you do not have our latest Catalog 
on file, send for a copy. It will be of great 
assistance to you in ordering brass goods. 
It features the entire WISECO Line of 
High Grade Plumbers’ Sanitary Brass 
Goods; specialties from tubing, straight 

or bent, from sheet, rod and wire; seam- 
less drawn tubes and rollers of brass and 
copper sheets and plates. 
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| Your jobber is a WISECO representa- 


tive. 


wn, N. Y. 
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Chicago and Vicinity. 


have been 
at 


Dorsey, of 212 West Lake Street, 
plumbing contract on a printing building 
State Streets. 

of 6142 South 
to 
seventh 


Hulbert & 
awarded the 
Sixtieth 

lI. Stevenson, 
the contracts 
at Sixty 


and 
Avenue, has been 
modern plumbing in 
and Honore Streets, 6409 
Albany Avenue near Sixty-fifth 
-seventh and Loomis Streets. 

of 2158 West Twenty-first Street, has 
contract to install plumbing in four 


Western 
awarded install 
bungalows 
Rockwell Street, South 
Street, and Sixty 

Henry Wessell, 
been the 
bungalows on Sayre Avenue. 

R. B. of 4104 Cornelia 
plumbing contract bungalow 
Street. 

Robertson Furnace ¢ of 956 West Sixty-third Street, 
has been awarded the contracts to install heating systems 
in residences at 6353 South Troy Street and 6130 Maple- 


awarded 


has secured the 


ast Wood 


Avenue, 
at 2932 E 


Ready, 


On a 


MDs 


wood Avenue. 

I. J. Saunders, of 3737 West Sixty-third Street, has 
secured the contract to install plumbing in a residence 
at 5730 Richmond Avenue. 

F. J. Dillenburg, of 1409 West Fifty-first Street, has 
been awarded the contract to install plumbing in a cot- 
tage at 5016 South Talman Avenue. 

E. J. McDonough Co., of 46 East Kinzie Street, has 


secured the contract, to install the heating system in a fac- 
tory at 1828 North Winchester Avenue. C. C. Breyer Co., 
of 1545 Division Street, was awarded the plumbing contract 
on this job. 

W. Tomaszewski, of 1710 South Ashland Avenue, 
secured the plumbing contract on a residence at 2115 
North Winchester Avenue. 

The Oak Park Heating Co., of Oak Park, has been 
awarded the contract to install the heating system in a 
flat building at 6017 South Talman Avenue. The plumb- 
ing contract on this job went to P. K. Clayton, of 1949 
North Western Avenue, Chicago. 

Ansley Bros., of 1224 West Sixty-third Street, have been 
awarded the contracts to install heating systems in four 
residences at 6428-6430-6434 Francisco Avenue, two resi- 
dences at 6412 and 6414 South Washtenaw Avenue, a resi- 
dence at 6137 South Campbell Avenue, two residences at 
3417 West Sixtieth Street, a residence at Sixty- 
seventh Street and Honore Avenue and three residences 
at 2236, 2238 and 2240 Marquette Avenue. 

Louis Nelson, of 3521 Fullerton Avenue, has secured the 
plumbing contract on a residence at 4955 North Central 
Park Avenue. 

J. J. Kratz, of 7014 South Green Street, has been award- 
ed the contract to install plumbing in two residences at 
3415 and 3417 West Sixtieth Street. 

A. B. Bergstrom, of 1235 West Fifty-ninth Street, has 
been awarded the contracts to install heating systems in 


has 


3415 and 
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and four resi- 


three residences on South Wood Street, 
dences at Seveuty-sixth and Prairie Avenue. L. M. 
Thieme, of 6361 Artesian Avenue, secured the plumbing 


contract on the residences on South Wood Street, and F. 
456 East Seventy-sixth Street, the contract for 
plumbing in the residences on Seventy-sixth Street. 

C. J. Kostlevy, of 4135 West Twenty-fifth Street, 
been awarded the contract to install modern plumbing 
a residence at Sixtieth and Twenty-fifth Streets, Cicero. 

G. Breetzke, of 907 West Sixty-third atest, has secured 
the plumbing contract on a residence at South San- 
gamon Street. 

Phillips-Getschow Co., of 130 West Kinzie Street, 
been awarded the contract to install the heating system 
in an apartment building at 150 Maple Street. The plumb- 
ing contract on this job went to Hulbert & Dorsey, of 
212 West Lake Street. 

L. H. Prentice Co., of 330 Sherman Street, has secured 
the heating contract on a large building at 1633 West Con- 


lahlistrom, 


has 
in 


iwJdn 


has 


gress Street. 

Acting Supervising Architect Jas. A. Wetmore, Treas- 
ury Department, Washington, D. C., is preparing plans 
for hospital buildings to be erected in Cook County, near 
Chicago, at a cost of $2,500,000. 

Architect John A. Taggart, of 108 South LaSalle Street, 
is preparing plans for additions to a hotel at Clarendon 
and Windsor Streets, to cost $250,000. 

Architect A. G. Lund, of 810 West Sixty-third Street, is 
preparing plans for fifteen bungalows in the vicinity of 
Fifty-ninth, Throop and Bishop Streets. 

Architect W. T. Krausch, of 547 West Jackson Boule- 
vard, is preparing plans for an inbound freight terminal at 
417-439 West Harrison Street, to cost $1,000,000. 

Architect Eric E. Hall, of 807 North La Salle Street, 
is preparing plans for infirmary buildings to be erected at 
Oak Forest, at an estimated cost of $610,000. 


Fridstein & Co., of 111 West Washington Street, are 


preparing plans for a factory at Fifty-second and Nine- 
Streets, 


Michigan 


Jackson and Vicinity. 

J. H. Mahoney has been awarded the contracts to install 
plumbing in the new residence of Frank Sweitzer and in 
four houses to be erected by C. M. Dilley. 

Geo. Grindall & Son have beer awarded the contract for 
installing the plumbing and heating systems in a new garage 
to be put up for the Nash Automobile Co. 

Ypsilanti and Vicinity. 

M. C. Hawkins has been awarded the contract to remodel 
the heating system in the Ladies’ Library in this city. 

J. T. Hughes recently completed the installation of a heat- 
ing system in the residence of Mrs. Wm. Dubel, and is now 
installing a heating system and remodelirg the plumbing in 
the Oliver House. 


teenth 
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St. Louis and Vicinity. 
St. Louis plumbing contractors are tinding more to do 






than they have found in several months, according to the 
Hencke-Werner Plumbing Co., of 2335 South Grand 
Avenue. The most confirmed pessimist could not prevail 
upon Mr. Werner to believe that the present offers any- 
thing other than the brightest business prospects. The 
Hencke-Werner Co. has negotiated enough small-sized 
contracts to keep a good-sized force of men constantly 
on the job. At the same time they have contracted 
enough good-sized contracts to make the plumbing busi- 


ness a most interesting trade so far as returns are con- 
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he is busy contracting work for them. He says he has 
no use for a pessimist and that no one can tell him that 
times are not treating the plumbers well. He has just 
contracted for $3,000 worth of work installing equipment 
in the cafeteria of the new Woolworth Store, Washington 
Avenue at Broadway. 

The increasing number of building permits being issued 
here has given considerable encouragement to the plumb- 
ing trade, according to leading members of the Master 
Plumbers’ Association. The list of permits, which until 
recently had been almost entirely made up of minor im- 
provements and alterations ot a nature which would not 
interest the plumber, now is found to include a number of 
projects which offer good jobs to the plumbers. The an- 
nouncement that the owners of the Jefferson Hotel would 
erect a twelve-story annex and another announcement, 
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Delegates and Guests Attending the Thirty-fifth Annual Convention of the Missouri Master Plumbers’ Association, Held at Han- 
nibal, Mo., March 10 and 11, 1919. 


cerned. Among the larger jobs now in the hands of the 
Hencke-Werner Co. is one for several thousand dollars 
worth of plumbing for the Wagner Electric Co., and an- 
other fair-sized job for the St. Louis Sash & Door Mfg. 
Co. 

Secretary E. J. Blake, of the Master Plumbers’ Associa- 
tion, reports that the plumbing business has taken on an 
air of considerable activity during the past week. In addi- 
tion to the usual number of spring overhauling jobs the 
plumbers have been awarded a number of good contracts 
for building, which now are being planned for the imme- 
diate future. 

Charles Merton, 2528 Clara Avenue, has been awarded 
the contract for all the plumbing in five two-story resi- 
dences, which are under course of construction at Euclid 
Avenue and Branconier Place. The first of the five to be 
started is now nearing completion and Merton has placed 
his men on the job. The others will be ready for the 
plumbers in a short time. 

C. O. Smith, president of the C. O. Smith Plumbing 
Co., 4025 Forest Park Boulevard, offers the suggestion 
that local plumbers will have plenty of work helping to 
wreck a number of breweries here after July ist. Mr. 
Smith is one of those fortunate members of the trade who 
keeps a large force of men constantly on the job while 


which states that a new $1,000,000 cathedral will be built 
on Lindell Boulevard within a short time, have tended 


to drive away the dark clouds. 





St. Paul and Vicinity. 


Contracts have been awarded for the construction of a 


new $45,000 junior high school building, at South Still- 
water, to take the place of the building burned in 1918. 
The plumbing contract went to C. O. Gibson, of Minne- 
apolis, whose bid was $3,232. 

St. Paul civic and industrial organizations, in common 
with other progressive associations in other cities, have 
aligned themselves definitely on the boosting side of the 
“Own Your Own Home” campaign, now national in scope 
and furthered by the United States Department of Labor. 

Locally, decided impetus is given this campaign through 
the formation of a $250,000 loan company, in which 
twenty-five leading St. Paul employers are interested, 
which company will furnish funds over and in addition to 
those which banks, by regulations, can supply, such funds 
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to further enable any man to build a home of his own. 
The amount a St. Paul prospective home builder thus will 
be able to obtain will greatly facilitate building this spring 
in this city. 

Included in the list of organizations actively backing 
the “Own Your Own Home” campaign is the Master 
Plumbers’ Association, of which Fred Beier is president, 
and Walter Dahlby, secretary. In plumbers’ supplies, 
J. G. Ordway and S. A. Clefton are representatives. 

The building movement of course will materially in- 
crease the work of the several plumbing and heating firms 


SY California 


San Francisco and Vicinity. 

It has been decided at a meeting between the Board of 
Education and Supervisor Ralph McLaren, as chairman 
of the Supervisers’ finance committee, to start construc- 
tion of four school buildings in this city. The sum total 
of expenditures on this program is estimated to be in the 
neighborhood of $1,059,000. Bids were asked on March 
5th for construction of the new Park-Presidio school, to 
cost about $130,000. The building is to be situated on 
Street, between Eighteenth and Nineteenth 
It will be a two-story brick and concrete struc- 
Modern heating and ventilating 
systems are to be installed. At an expenditure of $90,000 
the Harrison School is to be built on Harrison Street, 
between Tenth and Eleventh Streets. The school is to 
have 12 classrooms. The North Beach High School will 
be reared in the block bounded by Van Ness Avenue, 
Polk, Bay and Francisco Streets, at a cost of $500,000. 
The group of frame buildings, known as the Jefferson 
School are to be torn down and a $35,000 building erected 
on a site near the present one. Besides this work, plans 
have been outlined on additions for several other schools 
in the San Francisco district. 

The building situation is gradually improving along all 
lines of construction, and although the wholesale material 
dealers have not derived much benefit as yet from this 
construction rebirth, they are laying plans in anticipation 
of prosperous times before the year is much further ad- 
vanced. 

Plans for alterations to a three-story flat building into 
one, two and three-room apartments in Geary Street, be- 
tween Gough and Octavia Streets, are being prepared by 
Architect Arthur Scholz of this city. The plans call for 
an expenditure of $10,000. 

Preliminary sketches on a two-story frame apartment 
house to be erected in the Western Addition are being 
made by Architect Charles O. Clausen, to cost $10,000. 

Plans are under way for the addition of four stories 
to the eight-story Gunst Building, at Geary and Powell 
Streets, at an estimated cost of $150,000. The plans, pre- 
pared by G. A. Landsburgh, provide for twenty-three 
offices to each floor. 

Plans for a $100,000 three-story residence to be erected 
for G. H. Baxter, at Maple and Jackson Streets, are being 
prepared by Architect H. C. Smith. 

The plumbing work in the alteration of the Bankers’ 
Investment Building, at Geary Street and Grant -Avenue, 
will be done by Frederick W. Snook. 

Los Angeles and Vicinity. 

Architects Allison & Allison have been commissioned 
to prepare plans for a new grade school building to be 
erected at Watts, at an estimated cost of $22,000. 
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Architect Myron Hunt has completed plans for a large 
library building to be erected on the estate of H. E. 
Huntington, at Oak Knoll. The main building will be 160 
by 200 feet, with three wings, each about 150 feet deep. 

The Thomas Haverty Co. has secured the contract for 
the plumbing and steam heating in the two-story brick 
annex of the Automobile Club of Southern California, on 
South Figueroa Street. The contract amounts to $5,000. 

The Bonnie-Reed Film Mfg. Co., with a film manufac- 
turing plant at Niles, has made application to the Los 
Angeles city council for permission to erect a plant on a 
forty-acre site at Sunset Boulevard and Bronson Avenue, 
to cost upwards of $1,000,000. Working plans will be 
perfected and general construction supervision of the Los 
Angeles project will be handled by Architects Train & 
Williams, 225 Exchange Building. 

H. H. Whiteley, 427 Story Building, has prepared plans 
and has the contract on a percentage basis for the erection 
of a double bungalow of ten rooms and a five-room house 
on Larchmont Boulevard, near Melrose Avenue, for Mrs. 
Dora C. Lee. 

Other Cities in the State. 

Architect J. Cather Newsom, of Oakland, is at work 
on plans for alterations to a two-story frame building in 
this city, to be remodeled into apartments, at a cost of 
$10,000. 

It is understood that, regardless of cost of materials, 
the construction work on two units of the addition to 
the State Capitol building, at Sacramento, will begin in 
about five months. An expenditure of $3,000,000 is count- 
ed upon. A provision has also been made for $60,000 for 
the enlargement of the federal building. 

A gymnasium equipped with showers, swimming pool, 
etc., has been decided upon by the Lodi Eagles. Work 
will start immediately. 

Anderson & Holt, of Berkeley, have been awarded the 
contract for a school building to be erected at Lewis. 

The First National Bank, of Kern, is remodeling its 
quarters at a cost of $30,000. A heating and cooling sys- 
tem is a feature of the improvements. 




















Gary and Vicinity. 

Building operations involving more than a quarter of a 
nullion dollars in expenditure are in process of consumma- 
tion at Gary, and it is predicted by persons connected 
with the building trades in that city that within the next 
thirty days the program of building activity will be in full 
blast. Among the plans that are being made for early 
construction and which will involve some large plumbing 
and heating contracts are the following: 

Two large brick garage buildings and auto sales rooms 
on Broadway, between Nineteenth and Twentieth 
Avenues. The erection of these buildings is taken to 
mean an early shifting of “automobile row” from the 
northern end of the city to the vicinity of Nineteenth 
Avenue and Broadway, it being the intention of the 
builders to erect structures especially adapted to the auto- 
mobile trade. The two structures, which will cost in the 
neighborhood of $80,000, will be the most elaborate of 
their kind in the city. 

Plans are also being made for a large theater building 
north of the Wabash Railroad tracks in addition to an- 
other theater building that is being planned at Sixteenth 
Avenue and Broadway. 
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©ne of the most prominent building firms of the city is 
having plans made for an apartment building on West 
Fifth Avenue, west of Buchanan Street, the details and 
exact location of which have so far been withheld. The 
same firm, it is understood, is also planning to build 
several single and two-family residences on the west side 
of the city and formal announcement of these will be made 
within the next week or ten days. 

More than $200,000 worth of building permits have been 
issued by the Gary building commissioner since the first 
of the year, and it is believed that more than $250,000 
worth of permits will be issued in March. The valuation 
of construction since January ist is more than double the 
cost of building permits issued for the same period in 
1918. 

In addition to the building activity promised for the 
coming season the city authorities are now engaged in the 
consideration of plans for public improvements aggregat- 
ing in cost more than $200,000 and giving employment to 
hundreds of men. If no unforeseen obstacles occur, the 
work on these improvements will be under way within 
thirty days. 





Thos. Kelly, of Thos. Kelly & Bros., Chicago; Geo. Taylor, of 
the Van Camp Hardware & Iron Co., Indianapolis, Ind.; Rube 
Rustin, Star Humorist of the Evansville Master Plumbers’ Asso- 
ciation; Geo. G. Gebhart, of the Vaile-Kimes Co., Dayton, O., 
and F. G. Christman, of Terre Haute, Ind.—From ‘‘Domestic 
Engineering’ Photo, taken at the Terre Haute Convention of 
the Indiana Society of Sanitary Engineers. 


Hobart, a small town southeast of Gary, is also in the 
midst of the improvement fever, and plans are under 
way for a large amount of construction work there. 


Anderson and Vicinity. 

Building improvements costing several thousands of 
dollars will be made by manufacturing plants of Anderson 
in the spring and summer, according to an announcement 
made by managers of the various concerns. The only 
public improvement contemplated is the construction of a 
tunnel under the Big Four Railroad tracks at the Main 
Street crossing. 

C. J. Hodges, general manager of the Quality Tire & 
Rubber Co., a new concern which has purchased and re- 
modeled the former Anderson Carriage Co.’s plant, says 
that four large additional buildings will be erected in 
June. Sixty men are now at work remodeling the tire 
company’s buildings. 

The Madison Motors & Tractor Co., which has been 
organized with a capital stock of more than $1,000,000, 
has under contemplation extensions to its present factory, 
and plans have also ‘been made for enlarging the Anderson 
Foundry & Machine Works, which recently increased its 
capital stock to $1,000,000. 

The four-story addition will be completed at the Remy- 
Electric plant about May ist, and plans have been an- 
nounced for a 96-foot extension to the school at the 
factory. 
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The Annual Meeting and Dinner of Maine Plumbing, 
Steam and Metal Salesmen. 

Plumbing and heating supply salesmen, whose territory 
includes the state of Maine, have a faculty for so arrang- 
ing their trips that they are sure to be in Maine around 
the middle of March each year. About that time they get 
together for the annual meeting and dinner of the Plumb- 
ing, Steam and Metal Salesmen’s Association of Maine. 
This dinner has been an annual event for the past thirteen 
years. This year the meeting was held on March 10th, 
at the Moulton House, at Dunstan, Me., a short distance 
outside of Portland, and nearly thirty salesmen were on 
hand for the event. 

Nearly half the members arrived early in the afternoon 
to participate in the “day fire works” and were cordially 
received by Frank S. Billings, Boston, as chairman of 
the Entertainment Committee. An informal good time was 
had until 5 o’clock when President Herbert S. Wakeley, 
of the H. W. Johns-Manville Co., called the business 
session to order. Reports of the different officers were 
heard and other routine business disposed of, after which 
the following officers were elected: 

President, George H. H. Lawton, Portland. 

First vice-president, Joseph FE. Herrick, 
Radiator Co., Johnstown, Pa. 

Second vice-president, Everett F. 

Third vice-president, Harry P. Files, Boston. 

Treasurer, A. M. Rosebrook, Gurney Heater Mfg. Co., 
Boston. 

Record secretary, E. H. Winslow, Winslow & Co., Port- 
land, Me. 

Financial secretary, R. C. 
Portland, Me. 

At the close of the business session a candidate was 
initiated into the mysteries of the “United Order of Bush- 
whackers,” with much ceremony. This was a new feature 
and one which created no end of amusement. The cos- 
tumes of the officials, who carried out the degree work 
were specially prepared for the occasion, and the degree 
work itself was simply great. The degree team was made 
up as follows: Chief bushwacker, A. M. Rosebrook; chief 
bouncer, I. E. Fogg; chief steerer, F. S. Billings; chief bull 
slinger, R. C. Parker; worthy separator, J. W. Chase. 

After the company had laughed until they had created 
enormous appetites, they marched into the dining room 
where a “regular” shore dinner was served. Steamed 
clams, tender, young and plenty of them; lobster stew, 
fried clams, hot boiled lobster, right out of the pot; fried 
potatoes, ice cream, cake, coffee and then the cigars, made 
up the wonderful menu. It was announced that the cake 
which was served was made by a lady of 90 years, and 
the salesmen voted her “some cook.” Following the din- 
ner there was a’ social session which continued until the 
last car pulled out for Portland where most of the men 
spent the night. 

George H. H. Lawton, who was elected president of the 
association, has the distinction of having been connected 
with but one firm, the Portland Stove Foundry Co., ever 
since he graduated from school 37 years ago. 

Those present at the meeting and the concerns repre- 
sented, were as follows: George H. H. Lawton, Portland 
Stove Foundry Co., Portland; Everett F. Mann, Austin & 
Doten, Boston; Harry P. Files, Files Steam Specialty Co., 
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Mann, Boston. 
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Vapor Heating System. Vacuum Heating System. 
Vacuum Air Line System. 
Two-Pipe Vacuum System. 


Perfect heat without noise, leakage, 
damage or waste. 

The biggest forward step in the 
science of steam heating. 

Preferred and endorsed by leading 
architects and heating engineers. 


McAlear Thermo Vent Au- 
tomatic Air Valve. 

So designed and construct- 
ed that no adjustment is 
necessary either at factory 
or on the job. Cannot be put 
out of order. Fool-Proof. 

Used with the McAlear @& 
Vacuum System or any —aa 
other air line vacuum or drip 
pipe work. 








No. 22 


McAlear Automatic Vacuum 
Pump. 

Adaptable to all kinds of steam 
heating systems, new or old. 

, ~ etic Simple. Econom- 
cal. 

Requires 80% less power than any 
other pump doing same work. 

The ONLY pump that has for its 
power plant a thermostatic motor 
actuated by temperature of steam 
and water. 

Write for Book, “25 Years of Know 
How.” It’s free. 


The McAlear Mfg. Co. 
223 W. Erie St. CHICAGO 
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BRINGING 


ARMSTRONG TOOLS 


TO YOU 


HIS Pipe Cutter is not only the 

strongest and most rapid working, 
but it is the cheapest, by reason of its 
taking a larger range of pipe than any 
pipe cutter known. 


CATALOG SENT UPON REQUEST 





Model A Quick Acting 


THE ARMSTRONG MFG. CO. 


284 Knowlton Street Bridgeport, Conn. 
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Boston; A. M. Rosebrook, Gurney Heater Mfg. Co., 
Boston; R. C. Parker, Smith & Abbott Co., Portland; C. 5 
Mallard, Herrick Co., Portland; E. O. Brown, Chadwick- 
Boston Lead Co., Boston; J. W. Chase, W. L. Blake & Co., 
Portland; George W. Paul, Crane Co., Boston; Byron E. 
Near, H. W. Johns-Manville Co., Boston; W. F. Snow, 
J. L. Mott Iron Works, Boston; F. S. Billings, Richards & 
Co., Boston; J. H. Douglas, Smith & Abbott Co., Port- 
land; A. W. Marston, S. M. Howes Co., Boston; I. E. 
Fogg, H. W. Johns-Manville Co., Boston; E. F. Hayden, 
Smith & Abbott Co., Portland; N. M. Doten, Austin & 
Doten, Boston; B. J. Harmon, C. M. & H. T. Plummer 
Co., Portland; C. A. Voter, International Heater Co., 
Utica, N. Y.; I. W. Pottle, Portland Tinware Co., Port- 
land; Daniel B. Smith, Portland; F. E. Johnson, F. E. 
Johnson Co., Boston; J. M. Griffith, Trudel Co., Man- 
chester, N. H.; C. R. Nelson, H. B. Smith Co., Westfield, 
Mass.; H. W. Combs, E. B. Badger Co., Boston; Allen M. 
Pierce, New York; H. P. Chadbourne, Kohler Co., Boston; 
H. S. Wakely, H. W. Johns-Manville Co., Boston. 


Portland and Vicinity. 


The annual meeting of the Heating and Piping Contrac- 
tors’ Portland Association, Inc., was held at the Falmouth 
Hotel, Portland Me., on Thursday evening, March 13th, 
with a large attendance. After the business session there 
was an informal smoker. Officers elected were: 

President, E. A. Wheeler, of the F. & C. B. Nash Co.; 
vice-president, M. C. Hutchinson; secretary, F. Z. Butter- 
field; treasurer, F. A. Davis. 

Trustees: E. A. Wheeler, M. C. Hutchinson, A. L. 
Knight and C. J. Tilton. Mr Tilton is connected with the 
C. A. Tilton Co., and Mr. Knight with the Knight Broth- 
ers Co. 


Massachusetts 


een 









Boston and Vicinity. 

Notices of the annual meeting of the State Association 
of Master Plumbers, which will be held at the American 
House, Boston, on April Ist and 2nd, will go into the 
mails within a few days. Final details of the convention 
program were settled at a meeting of the state directors 
held at the Boston City Club, on Thursday, March 20th. 

The regular meeting of the Master Plumbers’ Associa- 
tion of Boston and Vicinity, scheduled for Tuesday even- 
ing, March 11th, was called off in order that members 
might attend the dinner of the Massachusetts Sanitary 
Club. 

Other Cities in the State. 

James H. Trow, of Salem, secretary of the Massachu- 
setts State Association of Master Plumbers, and of the 
Massachusetts North Shore Association, is recovering 
from an attack of influenza. He spent nearly three weeks 
in bed, and although once more able to be about he is 
still far from being himself. 

John F. Cabeen, one of the leading Salem master 
plumbers, has bought out the sheet metal business formerly 
conducted by the Wadleigh Co., on North Street. Mr 
Cabeen plans to continue his plumbing establishment at 
295 Essex Street and the newly acquired property distinct 
of one another. 

The “stunt night” arranged as an anniversary feature 
by the members of the Massachusetts North Shore As- 
sociation of Master Plumbers and originally planned for 
the March meeting has been postponed to April 23rd. 
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STOP! LOOK! LISTEN! 


Our new line of ANGLYN Brass 


Goods is now ready for immedi- 
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Pittsburgh and Vicinity. 

Among the latest firms to affiliate themselves with the 
Building Construction Employers’ Association are the 
Iron City Heating Co., Knoxville Plumbing Co. and the 
McGinniss Co. 

Bids are being taken at the office of the commissioner, 
room 1111, Bessemer Building, for furnishing and install- 
ing the plumbing equipment in the boarding house build- 
ing for the Western State Hospital for the Insane. 

A commercial garage at New Kensington is to be con- 
structed on plans now in the hands of Architect W. J. 
Laughlin, for the Bentz Auto & Supply Co.; approximate 
cost $30,000. Bids are being received. 

Bids are being received for 20 new residences on Gear- 
ing Avenue, Beltzhoover, for Herman Koch, 611 Gearing 
Avenue. Plans are in the hands of Charles R. Geisler, 
Hostetter Building. 

Bids are being taken for a new church at Duquesne, for 
the First Lutheran congregation; approximate cost $50,- 
000. Architect O. M. Topp, Jenkins Arcade Building, has 
the plans. 

Harry W. Altman, Uniontown, has plans nearly ready 
for a new business building at Republic, for Hoffman & 
Rody; approximate cost $25,000. 

The McGinnis-Smith Co. has been awarded the contract 
for installing a heating system in the Bell Telephone Co. 
Building at McKeesport, Pa. 

The E. F. Cass Plumbing Co. has the contract for the 
plumbing work in the large building at 6205 Frankstown 
Avenue, where extensive alterations are being made on 
plans prepared by Architect Charles Bickel. 

A vigorous protest will be made by the local building 
crafts against the plan of the legislative appropriations 
committee at Harrisburg to eliminate all new building 
operations asked by state and semi-state institutions. 
More than $10,000,000 was to have been expended for two 
new state hospitals for insane patients, the home for in- 
ebriates and drug victims. The appropriations committee 
has decided, it is said, to refuse all requests for new build- 
ing purposes. 

Permits for about $100,000 worth of new buildings have 
been issued by the Pittsburgh department in the last week, 
most of this being the record of one day at the building 
inspector’s office. 

Philadelphia and Vicinity. 

John Borden & Bro., 637 North Nineteenth Street, 
have been awarded the plumbing contract on the Navy 
Yard Trolley Terminal that is being erected by the 
United States Government at the Philadelphia Navy Yard. TOl 


ate delivery. 


Write us for prices on Ground 


Key, Compression and Quick 
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Best Brand 


ANGSTER & LYNCH 


Newark, New Jersey 
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PARTITIONS 


Consideration $5,000. 

Michael J. Egan has been awarded the plumbing con- 
tract on a new shop building being erected at 3204 Chest- 
nut Street for Peters Engineering Co. Consideration 
$5,000. 

E. D. Jarecki, Woodland Avenue, has been awarded the 
contract to install the plumbing in a row of houses being 
built on Elmwood Avenue for the United States Shipping 
Board. 

E. C. Thompson, Darby, has been awarded the con- 
tracts to install plumbing and heating systems in a large 
residence now being built in Highland Park for W. 
Goddman. Consideration $8,500. 

John L. Gray & Bro., of Rosemont, have the contract 


TRADE MARK UY. §. REG. 


Made of Stretcher Leveled Armco Iron. 
Finished in Baked Enamel. (No paint- 
ing on job.) Each partition complete 
when shipped. 

Doors fitted with Gravity Roller Hinges. 
(Malleable Iron.) 

A bigger, better profit for you. 

Why not make Sanymetal a part of your 
contract? 


The R. F. Carpenter Mfg. Co. 
978-984 E. 64th St. Cleveland, Ohio 
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| Alpen emme 


Thousands in Daily Use 
Giving Satisfactory Service 


This is the best endorsement of the 


L. B. Ball Cock 


Plumbers prefer the L. B. Ball Cock be- 
cause of its great simplicity and unequalled 
wearing qualities. 


One Screw Releases All Parts 
No chance of binding—pin has roller bear- 
ing. 
Finder point makes it easy to take apart 
or assemble. 


Made of Steam Bronze—no yellow brass 
or soft metal used in any of its parts. 


For either high or low pressure. 


Send for trial dozen 


L. B. BRASS CO. 


PEABODY, MASS. 














Gauge Glass 
Immediate Delivery 


Standard and High Pressure 





Developed by American ingenuity 
and made in our own country. 


glasses have fused ends SY), 
and are annealed by “Aim 
special process. Try them \ 

for highest steam pres- 

sures. 


Our High Pressure Ge 


And Remember we can deliver im- 
mediately in any quantities, any 
diameter, any length. 


Write for full information 





Magee Steam Specialty 


Corporation 
136 and 138 Beekman Street New York City 
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to install modern plumbing in a large suburban home 
being erected for J. W. Cope, at South Ardmore. 

Overbrook Plumbing & Heating Co., Overbrook, is in- 
stalling the heating and plumbing systems in a large 
garage for Isaac Clothier at Radnor, Pa. The company 
also has the contract to install plumbing and heating sys- 
tems in ten gardners’ cottages for C. C. Perkins, at Bryn 
Mawr. 


Kentucky 





Louisville and Vicinity. 

A considerable amount of public school work is facing 
the plumbers of Louisville, in case the recommendations 
of Major L. D. Fricks, of the United States Public Health 
Service, who has recently made a survey of the local 
school houses, are carried out. He issued a statement in 
which he reported that the sanitary conditions in many 
of the schools were deplorable. Both public and parochial 
schools were in bad shape, and Major Fricks stated that 
it would be a hard matter to teach hygiene in the face of 
such conditions. Major Fricks’ recommendations have 
been adopted in a considerable degree by City Health 
Officer Baker, who has ordered sewerage connections and 
modern plumbing in the following schools: Paul Dunbar 
(Colored); South Louisville, (Colored); Twenty-Ninth 
Street (Colored); Cathedral School, Fifth, Near Walnut. 
Screening and proper ventilation were ordered installed 
at the Benjamin Benneker, Washington Street; and the 
Colored branch, on Twenty-first; Isaac Shelby branch; 
Shippingport branch; Upper Fulton branch; Virginia 
Avenue (Colored); Wilson Street (Colored); and the 
St. Francis Assisi School. 

One of the biggest plumbing jobs in the state for some 
time is in sight in connection with the erection of the big 
Federal Sanatorium for Convalescent Soldiers at Dawson 
Springs, Ky. Engineers have started surveying the 5,000- 
acre site for the buildings, which it is reported will cost 
around $7,000,000 when fully completed. 

W. E. Glossop, head of the City Building Inspection 
Department, which issues all permits for work, claims 
that spring is opening. The best day for a long time was 
recently reported, there being thirty-eight plumbing per- 
mits issued, and twelve building permits. 

A good steam fitting contract is in sight at Paris, where 
G. O. Tuck & Co. plan erection of a large tobacco re- 
drying plant. 


Atlanta and Vicinity. 

Wm. Manning has secured the contract for the installa- 
tion of heating in the State Sanitarium in this city, and 
the Gresham-Jackson Co. will install modern plumbing. 

The Loftis Plumbing Co. is installing plumbing and 
Gresham-Jackson Co. steam heating in the Colored 
Y. M. C. A. Building in this city. 

State Vice-President W. H. Albrecht, of Columbus, is 
filling the office of the president of Georgia Master 
Plumbers’ Association, following the death of A. J. 
Mendenhall, which occurred this month. 
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NEW YORK STATE ASSOCIATION OF MASTER 
PLUMBERS IN CONVENTION AT BUFFALO. 


(Continued from Page 524.) 


science that treats of the principles of human morality ana 
duty. Be it understood then that the members of this asso- 
ciation consider themselves as being engaged in a profession In 
which there is broad responsibility of duty and principles toward 
the public and themselves. The profession demands, therefore, 
that the members use every honorable means to uphold the 
diginity and honor of the same, to advance its standards and 
spirit of usefulness. 

Section 2.—Every member shall be mindful of the public wel- 
fare and should advance all movements for public betterment. 
He should support all public officials in the performance of 
their duty and should carefully comply with all the laws and 
rules and regulations governing plumbing in the state. 

Section 3.—All local associations shall be mindful at times 
that their methods for the government of members shall not 
conflict with the national or state laws against combination. 

Section 4.—It is necessary to figure a profit, so that you will 
be able to give to the public the service they expect, and which 
they are entitled to receive. 

Section 5.—That you may be in a position to fulfill your 
guarantee on the goods you sell, the work to install, the utmost 
care should be used in estimating. 

Section 6.—It is unbusinesslike to speak disparagingly of a 
competitor. Elevation of trade interests is never accomplished 
in this way, and your own dignity is lessened. 

Section 7.—Co-operation and harmony shall be practiced by 
members, with every person interested in the performance of 
each individual contract, thereby bringing about a better under- 
standing of the duties towards each other. 

Section 8.—-For the benefit of the public health, we recom- 
mend the support of all movements designed to better the in- 
stallation of plumbing from a scientific, sanitary standpoint. 

Section 9.—Members shall in all cases prefer to bid and oon- 
tract direct with the owner or his authorized agents. Where it 
is absolutely necessary to bid and contract with a contractor or 
builder, care should be taken to see that the original contract 
is not recorded to prevent the placing of a mechanic’s lien. 

Section 10.—In no instance shall members pay for plans and 
specifications for estimating purposes or pay for plans and 
specifications covering installation of work, excepting where the 
charge of such installation plam is plainly outlined in request 
for bids. 

Section 11.—Members shall in each and every case, stipulate 
in their bids that deductions will not be allowed from their 
contract price for a proportionate charge covering telephone 
service, elevator service, insurance, storage, rental, etc., etc. 

Section 12.—As servants of the public let us co-operate in the 
right spirit. 


Another resolution ordered that efforts be put forth to 
have the Workingmen’s Compensation Law amended to 
compel employers of plumbers to keep a record of such 
employes, their addresses and wages. This is to help 
combat the unlawful use of licenses wherein unlicensed 
plumbers secure the protection of the license of an un- 
scrupulous friend on individual jobs by claiming employ- 
ment by the licensed man. 

Election of Officers. 


The election of officers gave opportunity for much 
needed relaxation after the strenuous efforts of the day’s 
proceedings. 

A. F. Erion, of Buffalo, an accomplished pianist played 
the induction marches and the closing activities of the 
convention became a series of enthusiastic salutations and 
plaudits intermingled with Mr. Erion’s appropriate musical 
offerings. 

W. J. Flynn, of Bronx Borough, was unanimously elected 
to and with acclamation inducted into the presidency 
of the association. And no less demonstrative were the 
successive inductions of his supporting cabinet, which fol- 
lows: 

Vice-president, Harry Bareham, Rochester; treasurer, 
Charles Campbell, Watertown; secretary, Stephen H. 
Welch, Bronx. 
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This plain fact accounts for the universal 


demand for 


C272 BOILERS 


ASK FOR THE GENUINE 


John Wood Manufacturing Co. 
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Williams’ Improved “Vulcan’ 
Chain Pipe Wrench 


CHAIN PIPE WRENCHES are known 
the world over wherever metal pipe is used—they 
have been standard for nearly half a century. Made 





? 


in 8 sizes for 1/8 to 18-in. pipe, entirely of drop-forged and 
wrought steel, with each Flat Link Chain ‘“‘proof-tested” on 


a 


the 
ance. 


standard tension machine and certified. They guarantee 
hard and continuous service. 


“Agrippa’’ Pipe Wrenches are 
Chain Wrenches which offer this certified assur- 
Ask for Booklet. 


J. H. WILLIAMS @ CO. 


**The Drop-Forging People’’ 
Brooklyn, N. Y. 
17 South Clinton St., Chicago, IIl. 
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First-Class Tools 


in the hands of a plumber soon pay 
for themselves in saving of time and 
continue to reduce labor expense. 


It is, therefore, economy to equip 
your shop with 


ANDERSON 


CAULKING TOOLS 


and 


COLD CHISELS 


Made of highest grade tool steel, es- 
pecially made for the purpose. 


Order from your jobber. 


W.H. ANDERSON TOOL & SUPPLY CO. 


(Established 1871) 
14-16 Macomb Street, Detroit, Mich. 
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nerease Your Profits 


BY INSTALLING 





Can readily be applied to steam heating 
plants of any kind or size, new or old, and, 
by making them fully efficient, saves 25 to 
40% of the fuel. 


We also manufacture the American Sys- 
tem of Temperature Regulation, the Van 
Auken Vacuum System, the Thermograde 
Modulation System, High Pressure Spec- 
ialties, etc. 


Full particulars and prices upon request. 
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Zone delegates: 1. J. J. Dixon, Brooklyn; 2, A. J. Davis, 
Manhattan; 3, J. C. Doherty, Poughkeepsie; 4, C. J. Breen, 
Utica; 5, P. D. McCarty, Syracuse; 6, August Ebke, 
suffalo. 

The place for holding the next convention was left in 
the hands of the incoming board. 

The convention took action extending a vote of thanks 
to retiring President Drake and Secretary Ebke with pro- 
vision that suitable testimonials be presented to them as 
substantial reminders of the association’s well wishes. 

Another motion unanimously pledged the support of 
the association to Frank B. Lasette for the national presi- 
dency. 

The association’s thanks were extended to the trade 
press, the local association and the city of Buffalo, and 
final adjournment was taken at 7:00 p. m. 

Entertainment. 
The hospitality of the Queen City of the Lakes was of 


Mesdames Vineberg, Flynn, Murphy, Conklin, Welch, Spindler 
and Master Spindler, all of New York City. Mrs. Burke, of 
Rochester, Mrs. Doherty and Miss Doherty, of Syracuse.—From 
“Domestic Engineering” Photo. 


that open, whole-hearted brand that makes one feel 
reluctant to leave, and so, a most enjoyable visit there 
was the lot of the delegates present. 

On Tuesday evening the out-of-town visitors were the 
guests of the local association at a theater party at She’s 
Theater, and on Wednesday an enjoyable evening was 
spent around the festive board at the Lafayette. An ex: 
cellent banquet interspersed with concert renditions of 
popular melodies, preceded a good vaudeville program 
and entertaining speechmaking. 

1 In opening the after-dinner program Secretary Ebke, as 
toastmaster, called upon President-Elect W. J. Flynn and 
National Vice-President F. B. Lasette. 

A surprise was sprung on Retiring President Drake, 
when his Buffalo colleagues presented him with a fine 
mahogany hall clock. The rest of the evening was given 
over to Buffalo jobbers who provided the entertainment 
features. The eloquent and humorous Fred W. Zander, 
manager of Crane Co., acted as chairman and before final 
adjournment was taken, interesting addresses were heard 
from George C. Diehl, Erie County engineer; Archer A. 
Landon, vice-president of the American Radiator Co., and 
Arthur W. Kreinheder, commissioner of public works of 
suffalo. 

In the Lobby. 

To assure an unbiased and thoroughly American ex- 
pression of choice during the election the New York City 
delegation at a caucus took action, instructing its members 
to enter the hall with open mind on the selection of vice- 
president. Everyone was glad to see Harry Bareham 
take the office, though if P. D. McCarthy, of Syracuse, had 
not withdrawn immediately in favor of a unanimous 
choice of Mr. Bareham, after having been nominated by 
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Mr. Lasette, there undoubtedly would have been a close 
election. For, of popularity they both have a full measure. 
Both are deep-thinking and far-seeing executives and no 
one will gainsay they are both hard workers. 

The souvenirs of the New York City delegation this 
year were serviceable watches, though, through some 
error on the part of the committee, several delegates were 
missed during the distribution. Harry Hemlin claimed 
there was a shortage of the elusive souvenirs. 

The New Yorkers came up to Buffalo on Sunday in 
their special car and spent a pleasant day on Monday at 
Niagara Falls, where they made a tour of the gorge, 
visited the points of scenic interest and lunched at the 
Hotel Imperial. The party, numbering sixty, was further 
distinguished by having been accompanied by former 
United States Ambassador to Greece, Abraham J. Elkus, 
a close triend of the plumbers of Manhattan. Mr. Elkus 
was the center of attraction throughout the visit, while 
J. L. Murphy acted as his personal escort. 

Deviating from the usual custom at New York con- 
ventions several of the delegates established a precedent 
by inviting their wives. Many expressed the hope that the 
precedent would be followed in the future, and that the 
New York state convention would eventually become a 
mixed party instead of the strictly stag affair of the past. 

Among the Supply Men. 

While there was no prearranged exhibit in connection 

with the convention, several manufacturers were on hand 





Some of the Supply Men at the Lafayette.—From ‘‘Domestic 
Engineering’’ Photo. 


with individual exhibits on their own account. Among 
these were: 

H. P. Martin & Sons, of Owensboro, Ky. Sy Martin 
showed their vise stand and pipe bender. 

Josam Mfg. Co., of Cleveland, O., exhibited an offset 
union and other specialties, in charge of William G. 
Solomon, manager of the company’s eastern branch. 

Bareham & Saunders, of Rochester, N. Y., exhibited 
their Price Guide for Plumbers and Fitters. 

Wilber Van Scoik, Buffalo district manager of the Uni- 
versal Distributing Co., of Detroit, explained his com- 
pany’s flush valve. 

Raymond F. Brown, of the Jiffy Five Hose Rack Co., 
of New York, showed his company’s products. 

The Buffalo Specialty Co., of Buffalo, demonstrated its 
“Boiler Neverleak,” W. C. Colby and Charles M. Perrott 
being in charge. 

Others among the supply fraternity at the convention 
were: William Harper, of the American Radiator Co.; 
Oscar W. Rice, of the Edward J. Rice Mfg. Co., Rochester, 
N. Y.: Francis N. Hoeffer, of the John Douglas Co., 
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Reeco System 
Water Supply Outfits 


A High-Grade Line of 
Gasoline and Kerosene Engines 
Suction and Deep Well Pumps 
Rider and Ericsson Hot Air Engines 
Electric Motor Driven Pumps 
Pneumatic Tank Systems 
GOOD WILL—REECO SYSTEMS—GOOD PROFITS 
\ great three-fold combination which never fails to bring 
business of the right kind to you. 


» Serete | Oy MERE) 












Reeco Electric Pump with Automatic Control. 
Send for Bulletin B-1! 


Rider-Ericsson Engine Co. 
Walden, N. Y. 


District Offices 
20 Murray St., New York 10 N. 7th St., Philadelphia 
Fidelity Mutual Bldg., 14 Drayton St., Savannah 
Wilson, N. C., Ga. 





































THE IMICO LINE 





Write for Catalogue and Prices 


ILLINOIS MALLEABLE IRON CO. 


1801-1825 Diversey Parkway CHICAGO 
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KOR-KET 
The Permanent Flush Ball 


Write for details 


The Universal Distributing 
Co., Inc., Detroit, Michigan 








Champion Auxiliary Heater 


Fits any hot air furnace. In- 
creases heating capacity. A busi- 
ness-getter and profit-maker. 
Try it. 


Order from Your Jobber 
or write to 
Frank D. Stolz Co. 
3127 N. Clark St. CHICAGO 











WROUGHT IRON 
STRAPS 
Scientific construction makes these 
straps stronger, lighter, better in 
appearance.——-MORE PIBCES TO 


THE POUND—Consequently low- 
er in price. 


BERGER BROS. CO. 


. , 229-231-237 Arch Street 
Write for Prices PHILADELPHIA 








uction Pumps and Complete 
» Water Supply Systems 


pumping capacities 124 to 1,000 gallons per hour. 
Efficient Deep Well Pumps with Hyatt Roller Bear- 
ings and silent chain drive, pumping capacities 150 
to 2,000 gallons per hour. Write for bulletins and 
price sheets. 


The Dayton Pump & Manufacturing Co. 
DAYTON, OHIO New York, N. ¥., 36 BE. 42d St. 














For Advertising that Produces 


RESULTS$ 


Manufacturers of Plumbing and 
Heating Goods Use 
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Now Is the Time 
“SIMPLEX”’ 


Adjustable Roof Flashings 
For Your Spring Work 


The best that good material 
and efficient workmen can 
produce. Every One Adjust- 
able. Every One Guaran- 
teed. 


Made of Galvanized Iron, 
Copper or All Lead. 


Booklet on request. 


Manufactured only by 


Senin Mfg. Company 
313 S. Clinton St. Chicago 








Cincinnati; W. J. Bapst, of the Trenton Potteries Co., 
Trenton, N. J.; George W. Crane and John Chapman, ot 
Pierce, Butler & Pierce Mfg. Corp., Syracuse; F. E. 
Ward and J. W. Barber, of the Ruud Mfg. Co., Pittsburgh: 
R. J. Donovan, of R. J. Donovan Co., Inc., New York 
City; C. H. Meyers, Earl T. Robinson, P. L. Sowersby, 
C. W. Rich, H. H. Frieberg and Fred Zander, of the Crane 
Co., Buffalo; Edward Davis, of Dixon & Ballou, Buffalo. 


Kansas Master Plumbers Hold Successful Convention. 

The Kansas Master Plumbers’ Association held its 
eleventh annual convention in Kansas City, Kan., on Mon- 
day and Tuesday, March 17th and 18th, with a good at- 
tendance. Nearly all the vital problems, confronting the 
trade at the present time, were given due consideration. 
The convention closed with the election of the following 
officers: President, X. J. Kennedy, of Lawrence; vice- 
president, G. E. Gilhous, of Kansas City; treasurer, F. H. 
s,owers, of Emporia; secretary, A. T. Olson, of Lawrence 
(appointed). Delegates to the National convention: 
George S. Sutherin, of Topeka, and M. M. Hartzell, of 
Pittsburg. Alternates: W. McGregor, of Winfield, and 
I. L. Roark, of Wichita. 

Wichita was selected as the next convention city. 

A complete report of the convention, with many photo- 
graphs, will be published in the next issue of “Domestic 
Engineering.” 





George H. Caffery, of the plumbing firm of Caffery & 
Evans, of Rochester, N. Y., has the sympathy of his many 
friends in the trade on the death of Mrs. Caffery, which 
occurred recently. The profound sympathy of the local 
association of master plumbers was shown in the presence 
of a number of its members at the funeral. The following 
members acted as pall bearers: George Evans, Harry 
Bareham, P. J. Donovan, Louis Yauchzi and Tom Shumer. 





Danbury, Conn.—Leonard E. Smith, who has been em- 
ployed for 16 years in the plumbing department of F. A. 
Hull & Sons, of Danbury, has resigned and entered busi- 
ness for himself, at 40 Division Street. 





RADIATION REQUIRED TO OFFSET HEAT 
LOSSES. 





(Continued from Page 515.) 


water or vapor) should be provided for each square inch 
of estimated open space. Plastered ceilings on the under- 
side of joists, which open into a cold attic, without being 
floored on the upper side, should be considered as e€x- 
posed wall. After all usual allowances have been made 
1%4 per cent should be added for each degree below zero. 

For purpose of comparison, and as an aid to quick fig- 
uring and checking radiator requirements, we submit two 
tables; one for steam and one for hot water. To properly 
make use of these tables the actual glass and wall sur- 
faces of each room should be determined and all correc- 
tions made to cover all bad exposures and other local 
conditions. Having determined the equivalent square feet 
of glass and exposed wall look down the column at the 
left of the table to the number corresponding with the 
wall exposure; then follow across the table to the column 
below the number corresponding with the estimated 
square feet of glass exposure and the number given in 
the table at the point of intersection will represent the 
square feet of radiation required. 

In a later article we shall show the practical application 
of rules, suggest some methods of estimating for special 
requirements, and discuss other phases of the work. 
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Plumbing Department. 

1,290,204. Pipe Calking Composition. Robert OB. 
Howell, Omaha, Neb. A composition for jointing pipes 
which consists of a mass produced by melting a mixture 
of sulfur, sand and carbon, the sulfur and sand being 
present in approximately forty-six parts and carbon in 
eight parts. 

1,290,037. Automatic Valve Control for Hard and Soft 
Water Systems. George E. Anderson, Dayton, Ohio. In 
a water supply system of the type described, the com- 
bination with two storage tanks, of a cylinder with one 
end of which one tank is in communication and with 
whose other end the other tank communicates, a plunger 
movable in said cylinder between the points of communi- 
cation of said tanks therewith, and driven by a difference 
in pressure between the water in one tank and that in 
the other, means for delivering water to said cylinder on 
either side of said plunger, a valve for controlling the flow 
of water through said delivering means, and a device con- 
nected to said plunger for operating said valve, whereby, 
when the plunger is moved by the greater pressure of the 
water in one tank due to a lower level of water in tke 
other, the valve will be actuated by the moving plunger 
to shunt the water to that end of the cylinder which com- 
municates with the tank having the lower level of water. 
to deliver water thereto. 























1,290,155. 


,290,112. 


1,290,112. Water Heater. Virgil F. Deckert, Minne- 
apolis, Minn. A water heater comprising a shell, a core 
member formed of a multiplicity of tubes secured in water 
tight relation within the shell, said core having flanges to 
slidably engage grooves in the interior wall of said shell, 
means on the core member for dividing the chamber with- 
in the shell into two communicating parts, means for in- 
troducing and withdrawing the fluid to be heated into and 
from the tubes so as to cause it to circulate through the 
same, and means for introducing a heated fluid into one 
chamber of the shell and withdrawing it from the other 
chamber of the shell whereby said heated fluid is caused 
to circulate around all said tubes.o 

1,290,155. Air Chamber for Pumps. Norman O. Flem- 
ing, Huntington Park, Cal. In a pump, a pump column; 
a pump rod passing through said pump column; an air 
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Make it Automatic 


Simply attach the Hotstream Regulator 
to ANY water boiler and gas heater 
~—~-makes the supply of hot water en- 
tirely automatic—furnishes hot water 
24 hours a day. Does the work of the 
expensive automatic heaters at a frac- 
tion of their cost. 

Send for descriptive folder. 

The Hotstream Heater Co. 1375 E. 17th ms , Cleveland, 0. 

**Makers of Heaters that Hea 














CASTEX- 


High Grade Sanitary Ware made by the modern ‘‘casting’’ process, insur- 
ae a uniform structure that makes for gn = and absence of 
flaws. For detailed information and prices wri 


CHICAGO POTTERY CO., 1924749,CL¥B0URN Av. 











A Quiet Pump in Your Home 
You can keep Pump noise out of 


your home by keeping out the kind 
of a Pump that makes a noise. 


The Geo. J. Roberts Co. 
Dayton, Ohio, U. S. A. 











Plumbers Specialties 


Brass Goods for the Plumbing Trade 


Closet Tank and Seat Trimmings, Connected Waste 
and Overflows, Traps, Supply Pipes, etc. 


Any Reliable Jobber can furnish the ‘‘Femco’’ Line from stock 
Frost Manufacturing Co., Kenosha, Wis. 











SPECIFY 


LOOK FOR 


“NATIONAL” 


for all plumbing requirements. 
“NATIONAL” is 
THE CONSUMER’S GUARANTEE OF QUALITY 
Ask for “‘NATIONAL’’ Bulletin No. 11 
History, CRypestoriies and the pewentnges of 


NAL” Pip 
NATIONAL TUBE COMPANY Pittsburgh, Pa. 


DADONAL 


HR ARY eRe tgoedi -. 
















R SODERING 


For sodering copper, brass, 
aluminum, galvanized iron, black iron—any metal 
to any metal. Makes a joint three times as strong as 
acid flux, 

Stick—Paste—Liquid—Salts. Send for sample. 


L. B. ALLEN CO., Inc., 4526 N. Lincoln Street, CHICAGO, ILL. 














A good bench is just as important as a good 
workman. The best bench at the lowest cost is 
what you want. The stiffest, strongest, handiest 
and most durable and the quickest to move. Drop 
us a line and we will send you a list of customers, 
from the largest corporations to the smallest, who 
are saving big money, using our 


STANDARD PORTABLE VISE BENCH 


STANDARD IRON WORKS, Inc. 
508-10 E. 74th Street, New York City 











HoFFMAN VALVES 


more heat from less coal 


valve for every service—made en of metal: absolutely 
entomatio; aboot tely non-adjustable. Guaranteed for five years. Write 
for catal 








HOFFMAN SPECIALTY CO.,Inc., 512 Fifth Ave., New York City 

















PAD 








HOT BLAST 
hart 
STANDS THE RACKET 


The TURNER Gasoline Coil 
Furnace is’ built especially 
strong for plumber’s _ use. 
Equipped with automatic pump. 
Tank is made of 16-gauge seam- 
less drawn steel, retinned inside 


and out. Not affected by acid. 
You cannot secure a better, more 
durable furnace than the TURNER, 
no matter how much more you pay 
for it. 
Write for prices and _ details 
Dept. D. 


The Turner Brass Works 
Sycamore, Illinois 






































The largest Brass Goods Manufacturers in the 


middle west are using exclusively our 


Red and Yellow Ingot Metal. 


Brass Founders using H.I. M. Ingot Metal are 

paying no attention to the high price of Copper 
and Spelter. 

ae If you neglected to buy 


.| H.I. M. write for particu- 
| lars. 


[4 HARTMAN INGOT 
"METAL CO. 


Be ALE We  Siteemnee thy 2511 West 21st Street 
CHICAGO, ILL. 



















The demand for our Ingot Metal has made H.1.M. grow. 








Pop-Up 


Crinity 
CONCEALED 
BATH SUPPLY 


AND 


WASTE FIXTURE 


Manufactured by 


GorEIz Brass Co. 


Mfrs. Plumbing Brass Specialties 
630 N. FRANKLIN ST. CHICAGO, ILL. 


































Tank Fittings of Quality 
i856 ““McSHANE”’ | 1919 





The ORIGINAL Compound Lever Ball Cock, 
Elevated, Low-Down, Top and Bottom Supply. 
Tank Levers and Valves. 


McSHANE BELL FOUNDRY CoO. 
BALTIMORE, MARYLAND 
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retainer in the upper portion of said pump column and 
around said pump rod; an air retainer ring secured to the 
upper end of said air retainer; a discharge T secured to 
the upper end of the pump column; a cover secured on 
the top of said discharge T; and means independent of 
said cover for forcing said air retainer ring into air tight 
relationship with a seat formed in said discharge T. 

1,290,583. Drinking Fountain. Herman E. Kruecke, 
Milwaukee, Wis., assignor to Kruecke Bros. Mfg. Co., 
Milwaukee, Wis. A drinking fountain head comprising 
an integral casing member provided with an outlet pas- 
sage and with an angularly disposed second passage con- 
necting therewith and intermediately reduced to form a 
consequent shoulder, a valve pin threaded in the casing 
and co-acting with the shoulder to adjustably limit flow 
through the casing, a ring threaded on the casing about 
the outlet passage, upstanding arms on said ring and a 
shield ring carried by the arms. 








1,290,583. ‘. 1,290,205, 


1,290,205. Pipe Joint and Method of Producing Same. 
Robert B. Howell, Omaha, Neb. That method of form- 
ing joints between contiguous pipe sections which consists 
in placing a silting material between adjacent faces of 
said sections and thereafter placing a filling or closure 
between such faces at the outermost portion of the joint. 














a _ 
1.290,611. 4 1,290,785. 


1,290,611. Closet Seat. Rosario C. Lussier, Philadelphia, 
Pa. A closet seat and its hinged lid each of plastic com- 
position and each provided with a wire mesh reinforce 
embedded therein said wire mesh being bound with mar- 
ginal reinforcing wires the respective ends of said wires 
being connected together so that said wires conform to 
the marginal outlines of said seat and lid respectively, a 
plurality of reinforcing cross wires connected between 
said marginal wires, and plates embedded within said 
seat and lid and secured to said wire mesh, the hinge 
plates of the hinged connection being secured to said 
plates. 

1,290,785. Drinking Fountain. Robert B. Rodgers, 
Santa Monica, Cal., assignor of one-half to Horace M. 
Rebok, Santa Monica, Cal. A drinking fountain compris- 
ing a lower hollow central head, arms radiating from and 
inclined upwardly with respect to the said head and having 
longitudinal channels communicating at their lower ends 
with the hollow of the head, said arms having upwardly 
and inwardly inclined discharge orifices adjacent their 
upper end, communicating with the upper ends of the said 
channels, said arms also having upper inwardly project- 
ing angular extensions, above the said discharge orifices, 
and a guard ring conne.:fed to and supported by the said 
angular extensions of the arms, as described. 

1,290,580. Method of Marking Enameled Ware. Walter 
J. Kohler, Sheboygan, Wis., assignor to Kohler Co., 
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Kohler, Wis., a corporation of Wisconsin. The process 
of producing marked enameled ware which consists in 
providing the article with a ground coat of binding ma- 
terial heating the article to a white heat and applying a 
coat of powdered enamel, again heating the article to a 
white heat to fuse the first coat of enamel, and while hot 
applying thereto a second coat of powdered enamel and 
depositing on said second coat of powdered enamel be- 
fore reheating lines of marking enamel differing in color 
from the other powdered enamel and again heating the 
article to fuse the second coat of powdered enamel and 
the lines of marking enamel to a smooth enameled sur- 
face only indicating the presence of the marking enamel 
by the difference in color thereof along the lines of its 
application. 

1,290,736. Attachment for Bath Tubs. Jesse C. Green- 
berg, Peoria, Ill. A device of the character described in- 
cluding a hollow body having a water inlet and a 
peripheral outlet, said body constituting a stopper for the 
outlet of a bath tub, and means for conducting water to 
the inlet of the body from a faucet. 





1,290,271. 1,290,435. 

1,290,271. Regulating Relief Faucet. Patrick A. Ma- 
honey, Portland, Me. In a regulating relief faucet, a valve 
casing, a valve, a valve stem comprising two parts, one 
chambered and having threaded engagements with a sta- 
tionary part of the device and the other adapted to recip- 
rocate in said chambered part, a spring in said chambered 
part adapted to hold said last mentioned part under yield- 
ing tension and a second spring located outside said cham- 
bered part and co-operating with said first mentioned 
spring. 

1,290,435. Liquid Soap Dispensing Device. Earl G. 
Watrous, Chicago, Ill. A liquid soap dispensing device 
comprising a container adapted to fit against the under 
side of a lavatory top, a cap adapted to rest upon the 
upper surface of the lavatory top, means for securing the 
container and cap together upon the interposed lavatory 
top, and soap ejecting means having a manually operable 
part at the top of the dispensing device. 

1,290,702. Plumbing Fixture for Bath Tubs. Moris M. 
serger, Cleveland Heights, Ohio. The combination, with 
a wall of a bath tub, said wall having an overflow opening 
extending laterally through the wall, of a combined supply 
and overflow fixture comprising two tubular elbows which 
are integral with each other and arranged vertically at the 
outer side of said wall and the one above the other, the 
upper elbow forming a passageway adapted to receive 
water at the upper end of said elbow and to be placed in 
communication with the interior of the tub, and the lower 
elbow forming a passageway arranged to conduct off water 
from the outer end of the aforesaid opening, and a tubular 
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Bernhard Boilers 


produce only dry steam, as 
globules of steam formed by 
the intense heat concentrated 
on the crownsheet, pass 











through only two inches of 
water into steam liberating 
space. 





One of the Twenty Reasons 
why the Bernhard is a better 
boiler. Let us tell you more about it. Write for 
Booklet. 





KANAWHA MFG. COMPANY 
175 W. Jackson Blvd., Chicago 
101 Park Avenue, New York. Charleston, West Virginia 
Michigan Representative: G. V. Hepburn, 25 Rochester 
Place, Grand Rapids, Mich. 





SIMPLICITY 


In construction, the Excelso 
Water Heater is in a class by itself. 
Consists of a one-piece casting hav- 
ing two separate chambers, the in- 
ner one of which is corrugated, 
forming an extensive heating sur- 
face. The steam or boiling water 
in this chamber heats rapidly the 
domestic water circulating through 
outer chamber. 


ExceELsS 


Water Heater __ 
No interference with firing. Does do — 
away with troublesome coil in fire- re—3 
pot. Furnishes hot water con- 
stantly day and night at very little Showing Heater Connected to 
cost. a Vertical Type Boiler. 
Easy to connect to any boiler. Three sizes—tank capacities, 


Can be used either in vertical or 40, 70 and 100 gals. for use 
horizontal position. below water line. Heats stor- 


: age tanks up to 800 gals, with 
Write for Booklet live steam. 


EXCELSO SPECIALTY WORKS 
1377 MAIN STREET BUFFALO, NEW YORK 

















MIBROCO PRODUCTS 
OF SUPERIOR QUALITY 


Asbestos Millboard Asbestos Yarns 
Asbestos Paper Pipe Coverings 
Plumbing Gaskets Pump Valves 

Boiler Gaskets Packings 

Rubber Gaskets Insulating Materials 


Satinet Pure Asbestos Cement 


MIKESELL BROTHERS COMPANY 
156-178 North La Salle St., Chicago 


Prices and Samples Cheerfully Furnished 








NIEDECKEN MIXER 


For 
Shower 
Lavatory 
Bath 
Sink 

Etc. 





HOFFMANN & BILLINGS MFG. CO. 
MILWAUKEE 
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Double Drainage 


Shower Traps 
and Drains 


Feature No. 1 


Victor traps have a 
strainer adjustment of 4 
inches, making ‘“‘roughing- 
in’’ measurements unneces- 
sary. 

If your Jobber does not 
carry Victor Traps, mail 
your order to us, 


The Victor Brass Mfg. Ce. 


CLEVELAND OHIO 





Licensed under Patent No. 855017 
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FARNSWORTH OFFERS 
A MASTER MACHINE 


Duplex 
Boiler 


Feeder 


Write 
For 
Catalog 





The greatest coal saver ever offered the steam plant 
12 styles of machines—25 systems 


FARNSWORTH CO., Conshohocken, Pa. 


Engineers and Manufacturers of Condensation Pumps 








FOR SANITARY REASONS 


WHEN 


Building Bigger Business 


Install “SANIDOME” 
Bibbs, Bath and Basin Cocks 


Your Customer Will Pay More and Make More 
Profit For You 


Write for information 


THE HAYDENVILLE COMPANY 
HAYDENVILLE, MASS. 








SEAT CAPS AND WASHERS 
it. For all 


makes of 
Ball 
Cocks 


This is No. 
4856 
one gross 
assortment 


See 
Catalog 
soy”? 


WOLVERINE BRASS WORKS 








Grand Rapids, Mich. San Francisco, Calif. 
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member threaded into the lower and inner end portion of 
the upper elbow and communicating with the aforesaid 
passageway in said upper elbow and extending laterally 
through and supported from the aforesaid wall. 
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1,290,249. Shower Bath Head. James J. Lawler, Pel- 
ham, N. Y. In a shower bath head, the combination of a 
head having an inlet and an outlet, a container for an ex- 
pansive fluid within the head and between the inlet and 
the outlet, a coil of pipe about the container and com- 
municating with its interior, a valve at the inlet, and a 
stem on the valve and actuated by the fluid in the con- 
tainer. 

Heating Department. 

1,290,521. Circulating Device for Hot Water Heating 
Systems. Albert E. Crowhurst, Humber Bay, Ontario, 
Canada. Ina gravity hot water heating system, the com- 
bination with the circulating system of a cylindrical cas- 
ing included therein; and an impeller comprising a suit- 
ably journaled shaft extending into said casing from the 
exterior thereof; flat fan blades journaled radially on said 
shaft within the casing on axes behind the blades, the 
fan blades also having their centers of effort forward 
of the axes on which said blades are journaled, and stops 
determining the normal working position of the blades, 
said blades being free to turn to a position parallel to 
the axis of the shaft. 





1,290,530. 


, 1,290,530. Wrench. John Evans, Brooklyn, N. Y. A 
wrench comprising in combination, an operating lever 
having on one end a pair of transversely spaced apart 
lateral projections curving outwardly and presenting con- 
cave faces outwardly of the end of the lever, a pair of 
master links pivotally connected to the opposite sides of 
said lever at said end thereof and having bosses on their 
inner faces and at their free ends providing supports, and 
a chain comprising links and side plates connected by 
transverse pins projecting through and beyond the side 
plates, an end link of the chain being secured between 
the bosses of said master links, and the free end of the 
chain being adapted to be trained over an object, through 
the space between the master links and over said bosses, 
the bosses supporting the side plates at the free end of 
the chain in the path of said lateral projections of said 
lever, said lever being adapted to be swung in a direc- 
tion to move the projections thereof toward the bosses, 
and engage the adjacent pins of the chain outwardly of 
the links and in the concavities of the projections to draw 
the latter circumferentially about the object. 

1,293,669. Gas Burner. William J. Barber, Cleveland, 
Ohio, assignor to the Cleveland Gas Burner & Appliance 
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Co., Cleveland, Ohio, a corporation. A gas burner, com- 
prising a plurality of U-shaped pipe units radially ar- 
ranged with their corresponding U-bent ends lying closely 
adjacent to each other about a common center and separate 
gas supply pipes connected with said units adjacent to 
their bent ends, and the spaced branches of each unit 
having oppositely disposed gas orifices inclined toward 
each other at intervals to provide converging jets of gas 
centrally above the air space between such branches. 





1,293,669. 


1,290,334. 


1,290,334. Oil Burner. Harry A. Paxson, Altoona, Pa. 
An oil burner for furnaces including a main air supply 
pipe line consisting of a burner head, an air pipe having 
a valve therein and a slidable section between the burner 
head and air pipe, and a combined fuel and air nozzle 
device carried by said sliding section and adapted to dis- 
charge into the burner head. 

1,292,991. Thermostat. Welch Barstow, Spokane, 
Wash., assignor to Thomas Frank Ryan, Seattle, Wash. 
A thermostat comprising an oscillatory device and ther- 
mostatic elements, ends of which are secured to portions 
of said device on opposite sides of its center of oscillation, 
said elements being arranged, one to expand, and the 
other to contract with an increase in temperature, said 
device being provided with means for assisting to indicate 
its movements due to said expansion and contraction. 





a 


ie 
1,292,991. 1,293,111. 


1,293,111. Steam Trap. Charles J. Katchem, Minne- 
eapolis, Minn., assignor of one-half to Samuel Gottlieb, 
Minneapolis, Minn. In a device of the kind described, the 
combination with a condensing chamber having two pipe 
connections, one for connecting to a radiator, and the 
other serving as a return tube, of a tubular stem extend- 
ing from said return pipe upward into said condensing 
chamber and provided with upper and lower lateral ports, 
a sleeve valve working on said tubular stem and nor- 
mally closing the lower ports thereof, a float connected to 
said sleeve valve, and serving when raised to cause said 
sleeve valve to open said lower ports, and a choke valve 
in the upper end of said tubular stem for opening and 
closing the upper ports of said stem. 





Esopus, N. Y.—The John McMillan Co. has been incor- 
porated with a capital of $20,000 to conduct a plumbing 
business. The incorporators are F. Bier, F. Bien, Jr., and 


J. L. Frieder. 
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Economical Heating—A sufficient reason why yeu should install 


PIERCE seating son 
HEATING BOILERS 

For Steam, Water, Vapor, Vacuum, Heating 

There are other reasons, too: 

Magazine Feed. 

Down Draft. 

Smoke Consuming. 

25% Fuel Expense Saved. 

50% Less Attention. 

All Cast Iron. 


Manufactured only by 


PIERCE, BUTLER & PIERCE MANUFACTURING CORP. 
a “Syracuse Baltimetladsiohie 


° 
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MYERS 


Have been developed by pump 
experts and are the result of 
nearly fifty years in the designing 


and building of Hand and Power 
DISCHARGE Jy Pumps for Every Purpose. No ex- 
‘ ‘ ~~ * \ periments—no theories —no dis- 


satisfaction when properly in- 
stalled—for Myers Hydro-Pneu- 
matic Pumps—Hand or Power 
are fully proven for their pump- 
ing worth before they leave the 
Myers Factory. 


This means protection for you and your cus 


tomer—-satisfaction, service and profits. If you 
are not already a Myers Dealer, write us. 


F. E. MYERS & BRO. 


70 Orange St., Ashland, Ohio 


HYDRO-PNEUMATIC PUMPS 














Milwaukee 


Cast Brass 


Shower Heads 
With Removable Face 
Made with or without Ball 
Joint in the following sizes: 

3 in., 4 in., 44 in., 5 in., oe 
6 in., 64 in. and 8 in. : 4 


As good as it is possible to 
make a shower head. D200 


Order From Your Jobber. Specify the Milwaukee. Made by 


Milwaukee Flush ValveCo., Milwaukee, Wis. 


























OR lasting quality and true capacity 
use “KOVEN” Pure Iron, Double 
Row Riveted, Galvanized Range Boil- 
ers, or NACO Galvanized Range Boil- 
ers made of open hearth steel. ‘These 
boilers may be bought of jobbers every- 
where. 


L.O. KOVEN & BRO. 
50 CLIFF STREET NEW YORK 
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WANTED—FIRST CLASS PLUMBING 
and heating repair man. Will guarantee 






Plumbing & Heating Co., Ogden, Utah. 









Wages $6.00 per day, § hours and steady 
work. Open shop. Address Box 110, 











WANTED—SALESMEN TO HANDLE 
our line of plumbers’, steamfitters’ and 
Angliyn brand brass goods, on commis- 









Will inventory 









2-22tf cago 
WANTED—SALESMAN. PLUMBER OR | = 















tablished heating specialty oompany. 



















Situations Open WANTED—SALESMEN 
ies ——— plumbers_ and 
PLUMBERS WANTED—75 CENTS PER sell expansion bolts. 

our, 8 hour day. Open shop. Inquire Vest pocket samples. 


ho la 
2929 Atlantic Ave., Atlantic City, N. J. ered, lines handled 
3-1/22 Van Expansion Bolt 


Street, Chicago, Il. 


steamfitters regularly; 
Liberal commission. 


3-22 WANTED—STEADY JOB BY PLUMBER 

oa oa in a and fitter, good 

WAN iTE D — THREE FIRST CLASS preferred. Address 2 
plumbers, must be good lead workers. Engineering,’ Chicago. 


STEAM AN 7 ) He T 
business established 20 ~ 
years in city of 80,000 in Central Michigan. steam to 30,000 ft. 


FOR SA LE—z 
water heating 


Engineering,’ Chi- 


sion basis. Territory in every state. 9699 care “D ee 
Write Angster & Lynch, Newark, N. J. eKee, CATE omesti¢ 





DOMESTIC ENGINEERING March 22, 1919 


Classified Advertisements } 


The charge for advertisements under this heading is 6 cents a word, including heading and address; 
$1.00 minimum. To insure insertion, copy and remittance should reach us by Wednesday morning. 









CALLING ON | WE BUY AND SELL USED PLUMB- 
ing and heating material. D. B. Plumb- 
ing & Heating Sales Co., Ft. Wayne, 





State territory cov- .._—siInd. 2-1tf 
Reply confidential. — 
Co., 26 W. Lake WAN TED—FOUNDRY, MACHINE SHOP 


3-8-29 and warehouse, 20,000 to 25,000 sq. ft. 
; ground floor space. For manufacture of 
Cast Iron Boilers. Address 2617, care 


steady job. Must be union man Utah Situations Wanted. “Domestic Engineering,’’ Chicago. 





ao caR Rags oe MA ger 3-8-15-22 
jobber. Middle West ILLUSTRATED STATIONERY AND 
care ‘‘Domestic advertising for plumbing and heating 

3-22 trade, at reasonable prices. Large as- 


aresnepeammantaiaen sortment of cuts; prompt delivery. Sam- 
ples and price list mailed the minute 








Memphis, Tenn. _ ___2-8tf. For Sale. | your request arrives. © Wiak & Gens. 
, aa oh Pe — scern . ~ cy 7 ri. ee ee - — a N é () jy ri ‘TS 5 = 

WANTED—A FIRST CLASS NON FOR SALE : “MU E T, 7 - R ‘OL _ MB L A eee Order Printers, 56 N. 7th St., Phila 
union plumber. Must be first class ; - : delphia, Pa. 2-15 tf 

jobber. Wages $6.50 per day 8 hrs. No _ tapping machine, good condition, %, % 

strike or trouble. Middle West city “4 and l-inch taps and plugs—$55 f. o. ». AGENTS WANTED—I HAVE SOME 

50,000 Address 2619, care ‘Domestic here. Porter Plumbing Co., ws Ga. good territory open for hustlers to sell 

Engineering,” Chicago. 3- 15/22 22 the Phelps Sectional Smoke Consuming 


Boilers and the Jumbo Series of the same 
boiler. These boilers rate from 1,900 ft. 
I will give exclusive 
$2500. Address : territory and expect you to sell no other 
| Smokeless boiler. Homer D. Phelps, 2719 
+ Mover Ave., Des Moines, Iowa. 3-22 


hd hel 








Positions to represent the company in the WANTED—SPECIALTY 


following territories are open: W ilkes- ganization for exclusive sale of new 





steamfitter who can invest $5,000 in es- pp neem Government Proposals 





SALES OR- TREASURY DEPARTMENT, Supervis- 
ing Architect’s Office, Washington, D. C., 
March 5, 1919.—Sealed Proposals will be 











Barre, Pa., % ittsburgh, Pa., Buffalo, tool direct to No mail order. ; ; 
N. Y., Chicago, lL, Detroit, Mich., New Address 2620, care ‘‘Domestio Engineer- opened in this office at 3 p. m., April 2, 
York Citys Good salary to start. Do not ing. — Chic: igo. 3-15; 22 1919, for sewer and water supply con- 
answer unless you can make the invest- — —_— soenieaneeaenaes nections at the United States Marine 
ment. Address 2623, care “Domestic En- WE BUY IRON PIPE COUPLINGS— . Hospital at New York, N. Y. (Stapleton). 
vineering.”’ Chicago 3-22 tf. spot cash. How many, either pounds or in accordance with specifications and 
: peroneenetenninseon annaates pieces have you of various sizes? Gwil- drawings, copies of which may be had 
WANTED—FIRST CLASS BOOKKEEP- liam Supply Co., 5 Christian Street, at this office or at the office of the 
er with business ability, for plumbing Philadelphia, Pa. 10-6, tf Supervising Chief Engineer, Frank A. 
and electric business, who can also wait Lang, 731 Custom House, New York, 
on customers Married man preferred. SELL YOUR SURPLUS COUPLINGS N. Y,. in the discretion of the Supervis- 
Would consider partner. M. D. Michael, and fittings. us. The A. & J. ing Architect, Jas. A. Wetmore, Acting 
Durant, Okla 3-22 Mfg. Co., 557 W. Lake St., Chicago. tf Supervising Architect. 3-15; 22 

























SMOQTH:ON*OR LEAKS 


A Water or Gas Line Jointed with 
SMOOTH-ON No. 3 Gives 


Permanent Satisfaction 


There’s never any comeback 
your work when you 


SMOOTH-ON Elastic Cement 
8 for your screw-thread joints. 
The SMOOTH-ON expands filling 
all the little irregularities that 
usually cause trouble with ordinary 
jointing compounds. 

A SMOOTH-ON joint is good 
until the owner wants it down 

For Sale by Supply Houses. 


SMOOTH.- ON MFG. CO. 


570-574 Co w Avenue 
JERSEY CITY, NEW ; SERSEY: U. S. A. 








PNES<O) § 


. SANTTARY 
' Pit MEBING 
. FINTU RES 


DUQJET 


A line representing the most advanced ideas in Sanita- 
tion, Economy of Operation and Ease of Installations. 


Duojet Closets—Flushing Valves—Urinals—Drink- 
ing Fountains—Self-Closing Cocks— 
Liquid Soap Fixtures, Etc. 


Manufactured and Sold Exclusively by 


The Imperial Brass Manufacturing Co. 
610 South Racine Avenue, Chicago, Ill. 


ASK FOR CATALOC 

















The 
House o 







HOTEL MARTINIQUE 


Broadway, 32d & 33d Sts, New York 


Direct Entrance to Broadway 
Subway and Hudson Tubes. 


One Block from Pennsylvania 
. Station 

hEqualiy Convenient for Amuse- 

ments, Shopping or Business 


Rates 2.00 Per Day and Up. 
A SPECIALTY 


155 Pleasant Rooms, with Private 
Bath, 


$3.00 PER DAY 


400 Baths The Martinique Restaurants Are Well Known 
for Good Food and Reasonable Prices. 
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